Calendar/Others 


Dec.  12-13  Corrosion  Symposium, 
San  Francisco,  CA,  EG&G  Princeton 
Applied  Research,  CN  5206,  Prince¬ 
ton,  NJ  08543  (609/895-0100) 

Jan.  9-10  Panelization  Seminar,  Chi¬ 
cago,  IL,  International  Masonry  Insti¬ 
tute,  823  15th  St.,  NW,  Washington, 
DC  20005  (202/783-3908) 

Jan.  9-11  Subzero  Engineering  Con¬ 
ditions  Conference,  Rovaniemi,  Fin¬ 
land,  Society  of  Automotive  Engi¬ 
neers,  Inc.,  400  Commonwealth  Dr., 
Warrendale,  PA  15096  (412/776- 
4841) 

Jan.  9-12  400  Operation,  MTS  Sys¬ 
tems  Corp.,  Box  24012,  Minneapolis, 
MN  55424  (612/937-4237) 

Jan.  1 1-14  27th  Annual  International 
Fence  Industry  Assn.  (IFIA)  Conven¬ 
tion  and  Trade  Exhibit,  New  Orleans, 


LA,  IFIA,  5300  Memorial  Dr.,  Ste. 
116,  Stone  Mountain,  GA  30083  (404/ 
299-5413) 

Jan.  20-23  National  Association  of 
Home  Builders  (NAHB)  Convention 
and  Exposition,  Atlanta,  GA,  NAHB, 
15th  St.,  NW,  Washington,  DC  20005 
(202/822-0200) 

Jan.  22-26  68th  Aimual  Meeting  of 
the  Transportation  Research  Board, 
National  Research  Council,  2101  Con¬ 
stitution  Ave.,  NW,  Washington,  DC 
20418  (202/334-2934) 

Jan.  23-25  Economics  and  Manage¬ 
ment  of  Technology,  University  of 
Wisconsin-Madison,  432  Lake  St., 
Madison,  WI  53706  (608/262-2061) 

Jan.  31  Tilt-Up  Construction,  Los 
Angeles,  CA,  American  Concrete  In¬ 
stitute,  P.  O.  Box  19150  Bedford  Sta¬ 


tion,  22400  W.  Seven  Mile  Rd.,  De¬ 
troit,  MI  48219  (313/532-2600) 

Feb.  6-9  44th  Annual  Conference  of 
the  Society  of  Plastics  Industry  (SPI), 
Dallas,  TX,  SPI,  355  Lexington  Ave., 
New  York,  NY  10016  (212/351-5410) 

Feb.  7-8  Quality  Audit,  San  Diego, 
CA,  American  Society  for  Quality 
Control,  310  West  Wisconsin  Ave., 
Milwaukee,  WI  53203  (414/272-8575) 

Feb.  8-10  Engineering  for  Extreme 
Winds,  Texas  Tech  Univ.,  P.O.  Box 
4110,  Lubbock,  TX  79409  (806/742- 
1522) 

Feb.  16  Conference  on  Roof  Problem 
Analysis  and  Roofing  Options,  Chi¬ 
cago,  IL,  National  Roofing  Contrac¬ 
tors  Assn.,  One  O’Hare  Ctr.,  6250 
River  Rd.,  Rosemont,  IL  60018  (312/ 
318-NRCA)  • 
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Abbott,  N. ).: 

Receives  DeWitt  Smith  Award  from  D-13, 
March,  70 
Acoustics: 

see  ASTM  Committee  B-33 
Adhesives: 

see  ASTM  Committee  D-14 
Advanced  Ceramics: 

see  ASTM  Committee  C-28 

see  United  States  Advanced  Ceramics 
Assn.  (USACA) 

Aerospace  and  Aircraft: 

see  ASTM  Committee  F-7 
Aerospace  Industries  Assn.  (AlA): 

Case  Studies  on  Benefits  of  Standardization 
to  Aerospace  Community  (National  Up¬ 
date),  March,  8 

All  Union  Council  of  Scientific  and  Engineering 
Societies  (VSNTO): 

VSNTO  and  AAES  Ratify  Exchange  Agree¬ 
ment  (International  Update),  May,  11 
Aluminum: 

Aluminum  Drainage  Products  (Baird), 
April,  63 

American  Association  for  Laboratory  Accredi¬ 
tation  (A2LA): 

International  Laboratory  Accreditation 
(Locke),  Sept.,  24 

New  Program  to  Accredit  Labs  Testing  for 
Radon  in  Homes  (National  Update),  June, 
11 

Receives  DISC  Contract  to  Develop  Accredi¬ 
tation  Program  for  Testing  Metals  (Na¬ 
tional  Update).  Feb.,  8 

Workshop  on  Accreditation  Program  for 


Metals  Testing  (National  Update),  April, 
11 

American  Association  of  Engineering  Societies 
(AAES): 

AAES  and  VSNTO  Ratify  Exchange  Agree¬ 
ment  (International  Update),  May,  11 
Effort  to  Address  Issue  of  Technology  Man¬ 
agement  Launched  (National  Update), 
July,  11 

American  Association  of  State  Highway  and 
Transportation  Officials  (AASHTO): 

Initiates  Accreditation  Program  (AAP)  for 
Materials  Testing  Laboratories  (National 
Update),  Aug.,  6 

American  Chemical  Society  (ACS): 

G.  C.  Pimentel  Receives  1989  Priestley 
Medal  (National  Update),  Aug.,  7 

American  Concrete  Institute  (ACI): 

Awards  for  Graduate  Study  in  Field  of  Con¬ 
crete  (National  Update),  Oct.,  4 
Committee  on  Service  Life  Prediction 
Formed  (National  Update),  July,  11 
Plans  Session  on  Computer  Programs  and 
Applications  (National  Update),  Dec.,  12 

American  Council  of  Independent  Laboratories 
(AQL): 

Offered  Congress  National  Accreditation 
System  (National  Update),  July,  11 
Problem  of  Accreditation  of  Independent 
Testing  Laboratories,  Sept.,  14 

American  Institute  of  Architects  (AIA): 

Revises  Master  Specification  Covering 
Handrails  and  Railings  (National  Up¬ 
date),  March,  9 

American  National  Metric  Council  (ANMC): 
Hails  Signing  of  Omnibus  Trade  Bill  (Na¬ 
tional  Update),  Nov.,  11 


American  National  Standards  Institute  (ANSI):  I 

1988  Public  Conference  of  ANSI: 

Focuses  on  Solutions  to  Product  Liability 
Problems  (National  Update),  Feb.,  8 

Meeting  of  U.S.  and  Canadian  Standards 
Organizations  (International  Update), 
Nov.,  8 

President  D.  L.  Peyton  to  Retire  (National 
Update),  Aug.,  6 

USA/Japan  Forum  on  Information  Technol¬ 
ogy  Agree  on  Need  to  Accelerate  Interna¬ 
tional  Standards  Development  (Interna¬ 
tional  Update),  Jan.,  8 

Standard  for  Enhancing  Comfort  and  Effi¬ 
ciency  of  Visual  Display  Terminal  (VDT) 
Users  (ANSl/HFS  100-1988)  (National 
Update),  Oct.,  4 

American  Society  of  Mechanical  Engineers 
(ASME): 

Analysis  of  the  Feasibility  o/ Replacing  As¬ 
bestos  in  Automobile  and  Truck  Brakes 
Available  (Environmental  Update),  June, 

9 

Daman,  E.  L.,  Named  President  (National 
Update),  July,  11 

Government  Overview  (In  My  Opinion), 
Jan.,  4 

Industry  Advisory  Board  (lAB)  to  Advise  on 
Critical  Concerns  for  Industry  (National 
Update),  Aug.,  7 

New  Panel  on  Welding  and  Joiniikg  Pro¬ 
cesses  Established  (National  Update), 
June,  11 

American  Statistical  Assoc.  (ASA): 

Nominations  for  ASA  1988  W.  J.  Youden 
Award  for  Interlaboratory  Testing  (Na- 
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tional  Update),  Feb.,  8 
Amerifum  Welding  Society: 

Salt  Lake  City,  UT,  Requires  Welding  In¬ 
spectors  to  be  Independently  Certified 
(National  Update),  Aug.,  6 
Amusement  Rides  and  Devices: 

see  ASTM  Committee  F-24 
Analytical  Atomic  Spectroscopy: 

see  ASTM  Committee  E-2 
Andrews,  S.  D.: 

Recipient  of  1988  Cavanaugh  Memorial 
Award,  Dec.,  71 

Anesthetic  and  Respiratory  Equipment: 

see  ASTM  Committee  F-29 
Antitrust: 

Standards  in  the  Antitrust  Arena  (Hoffman 
and  Hoffman),  Feb.,  46 
Antler,  Morton: 

Receives  Award  of  Merit  from  B-4 ,  Sept . ,  64 
Appearance  of  Materials: 

see  ASTM  Committee  E-12 
Aromatic  Hydrocarbons  and  Related  Chemi¬ 
cals: 

see  ASTM  Committee  D-16 
Asbestos: 

see  ASTM  Committee  D-22 

ASM  International: 

Pitler,  R.  K.,  Installed  as  President  (Na¬ 
tional  Update),  Nov.,  11 
Zwilsky  K.  M.,  Installed  as  Vice-President 
(National  Update),  Nov.,  11 
Association  for  the  Advancement  for  Medical 
Instrumentation  (AAMI): 

First  National  Consensus  Recommenda¬ 
tions  on  Human  Factors  Engineering  for 
Medical  Devices  Developed  (National 
Update),  May,  8 

Association  of  Official  Analytical  Chemists 
(AOAq: 

Bylaw  Changes  Enable  Industry  Members 
to  Vote  (National  Update),  March,  8 
R.  C.  Rund  Becomes  1988  AOAC  President 
(National  Update),  Feb.,  8 
Association  of  Small  Business  Development 
Centers  (ASBDC): 

Forms  Partnership  with  NBS  to  Help  Tech¬ 
nology  Based  Small  Businesses  (National 
Update),  )une,  11 

Association  of  Soil  and  Foundation  Engineers: 
Changes  Name  to  ASFE,  The  Association  of 
Engineering  Firms  Practicing  in  the  C^o- 
sciences  (National  Update),  March,  9 

ASTM: 

Annual  (1988)  Business  Meeting  to  be  Held 
During  ]une  Meeting  Week  (ASTM  Up¬ 
dates),  April,  8  and  May,  6 
Application  of  Information  Technology  at 
ASTM  (Meltzer),  April,  52 
ASTM  Delegation  to  China,  )apan,  and  Ko¬ 
rea  (International  Update),  Sept.,  12 
ASTM  Telephone  Listings,  Ian.,  61 
ASTM  Visits  South  America,  May,  18 
Bylaws: 

Notice  to  Members:  Ballot  on  Amend¬ 
ment  of  Section  2.11,  May,  29 
Endorses  Cooperation  and  Communication 
with  Canadian  Counterparts  (Interna¬ 
tional  Update),  Nov.,  8 
Membership  Requirements: 

Little  Change  Since  1899  (ASTM  Up¬ 
date),  )une,  6 
90th  Anniversary: 

A-1  Celebrates  90  Years  at  May  Meeting, 
)une,  16 

ASTM  at  the  Turn  of  the  Century  (1898- 
1913]  (Stremba),  ]une,  30 
ASTM  Challenge  of  the  Future  (In  My 


Opinion),  June,  4 
ASTM  Staff  Photographs,  June,  90 
Gaining  Momentum  [1914-1928]  (Ellis), 
June,  38 

Happy  Birthday  ASTM  (Inside  SN),  June, 

1 

House  that  Standards  Built  [1959-1973] 
(Stremba),  June,  56 

1950  ASTM  President  L.  J.  Markwardt 
(People),  June,  112 

Postwar  Era  [1944-1958]  (Ellis),  June,  50 
Remembering  ASTM’s  Beginnings,  June, 
16 

Roller  Coaster  Years  [1929-1943]  (Ellis), 
June,  44 

Standards  Potpourri  (Standard  Profile), 
June,  28 

Thanks  to  Those  Long-Standing  Mem¬ 
bers,  June,  82 

Winds  of  Change  [1974-1988]  (Stremba), 
June,  66 

Risk  Assessment  and  ASTM  (Dezern),  Feb., 
52 

see  ASTM  Board  of  Directors 
see  ASTM  Committee  on  Publications 
see  ASTM  Committee  on  Terminology 
see  ASTM  Institute  for  Standards  Research 
(ISR) 

see  ASTM  Publications 
see  ASTM  Staff 
see  Shop  Talk 
see  Standards 

see  Word  Jiom  the  Chairman 
see  Word  from  the  President 
ASTM  Board  of  Directors: 

Diekmann,  E.  F.,  Nominated  for  Director, 
Sept.,  58 

France,  W.  DeWayne,  Jr.,  1988  Chairman  of 
the  Board: 

Reflections  on  1988:  An  interview  with 
the  chairman,  Dec.,  26 
W.  DeWayne  France,  Jr.,  Interview,  Jan., 
32 

W.  DeWayne  France,  Jr.,  (Inside  SN), 
Jan.,  1 

Greason,  D.  .a4..  Nominated  for  Chairman, 
Sept.,  58 

Henry,  J.  J.,  Nor^inated  for  Director,  Sept., 
58 

Johnson,  A.  ;.,  Nominated  for  Director, 
Sept.,  58 

Keane,  A.  G.,  Nominated  for  Director, 
Sept.,  58 

Millane,  J.  A.,  Nominated  for  Vice-Chair¬ 
man,  Sept.,  58 

Nominations  for  Society  Offices: 
Nominating  Committee  Members  Ap¬ 
pointed,  May,  66 

Nominee  Suggestions  Welcomed  by 
ASTM  Nominating  Committee  (ASTM 
Updates),  April,  8  and  May,  6 
Thomson,  C.  R.,  Nominated  for  Director, 
Sept.,  58 

Williams,  G.  C.,  Nominated  for  Director, 
Sept.,  58 

see  Word  from  the  Chairman 
ASTM  Bylaws: 
see  ASTM 

ASTM  Committee  A-1  on  Steel,  Stainless  Steel, 
and  Related  Alloys: 

A-1  Celebrates  90  Years  at  May  Meeting, 
June,  16 

Presents  Award  of  Merit  to  E.  A.  Jonas, 
Sept.,  64 

Presents  Award  of  Merit  to  E.  L.  Schuerer, 
Jan.,  75 

Workshop  on  Nondestructive  Testing  of 


Mismarked,  Substandard,  and  Counter¬ 
feit  Fasteners  and  Materials  (A-1,  E-7, 
F-12,  and  F-16),  May,  27 
AOl.16  on  Steel  and  Assemblies  for  Deten¬ 
tion  Purposes: 

May  Reorganizational  Meeting  Set  on  De¬ 
tention  Related  Areas,  April,  20 
Standards  Development  Activities,  Nov., 
19 

ASTM  Committee  A-5  on  Metallic-Coated  Iron 
and  Steel  Products: 

Presents  Award  of  Merit  to  K.  E. 

Niewoehner,  Sept.,  64 
Tower  Bolts  (Britton),  Nov.,  3i 
ASTM  Committee  B-1  on  Electrical  Conductors: 

Elects  C.  P.  Weston  Chairman,  July,  57 
ASTM  Committee  B-4  on  Metallic  Materials  for 
Thermostats  and  for  Electrical  Resistance, 
Heating,  and  Contacts: 

Elects  D.  A.  Jeannotte  Chairman,  July,  55 
Presents  Award  of  Merit  to  M.  Antler,  Sept., 
64 

ASTM  Committee  B-5  on  Copper  and  Copper 
Alloys: 

Copper  Group  Needs  Participation  for  SRM 
Activity,  June,  18 

Presents  Award  of  Merit  to  A.  A.  Knapp, 
Aug.,  70 

Presents  Copper  Club  Award  to  G.  M.  Kra- 
lik,  March,  70 

ASTM  Committee  B-6  on  Die-Cast  Metals  and 
Alloys: 

Elects  P.  J.  Leonard  Chairman,  Aug.,  72 
ASTM  Committee  B-7  on  Light  Metals  and  Al¬ 
loys: 

B07.04  on  Magnesium  Alloy  Cast  and 
Wrought  Products: 

Standards  for  Magnesium  Anodes 
(ASTM  Update),  Dec.,  4 
ASTM  Committee  B-8  on  Metallic  and  Inor¬ 
ganic  Coatings: 

Presents  Award  of  Merit  to  A.  W.  Grobin, 
Jr.,  Feb.,  75 

'  Presents  Award  of  Merit  to  R.  W.  Polleys, 

■«  Aug.,  69 

B08.il  on  Thermally  Sprayed  Coatings: 
Organizes  (ASTM  Update),  July,  4 
ASTM  Committee  B-9  on  Metal  Powders  and 
Metal  Powder  Products: 

Seminar  Organized  on  Rapidly  Solidified 
Materials  (ASTM  Update),  March,  11 
B09.05  on  Structural  Parts: 

B  783,  Specification  for  Ferrous  Powder 
Metallurgy  Structural  Parts,  Nov.,  20 
ASTM  Committee  B-10  on  Reactive  and  Refrac¬ 
tory  Metals  and  Alloys: 

I^sents  Ogden  Award  to  H.  B.  Bomberger, 
Feb.,  69 

Symposium  on  Zirconium,  March,  23 
ASTM  Committee  C-1  on  Cement: 

Presents  Award  of  Merit  to  J.  M.  Scanlon, 
Oct.,  72 

Symposium  on  Carbonate  Additions  to  Ce¬ 
ment,  May,  27 

ASTM  Committee  C-3  on  Chemical-Resistant 
Nonmetallic  Materials: 

Elects  F.  M.  Joels  Chairman,  Sept.,  65 
Engineering  with  Ceramic  Materials 
(Semler  and  Pierce),  July,  36 
New  Scope  Approved  by  ASTM  Board  of 
Directors  (ASTM  Update),  July,  5 
ASTM  Committee  C-5  on  Manufactured  Carbon 
and  Graphite: 

Elects  W.  P.  Eatherly  Chairman,  Aug.,  72 
ASTM  Committee  C-7  on  Lime: 

Elects  G.  G.  Judd  Chairman,  Aug.,  72 
Lime — An  Important  Construction  Material 
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(Gutschick),  July,  32 

Voss  Award  Nominees  Requested,  April,  74 
ASTM  Committee  C-8  on  Refractories: 

Elects  S.  ).  Schneider,  )r..  Chairman,  July, 
57 

Presents  Award  of  Merit  toG.  L.  Barna,  ]an., 
74 

COS. 05  on  Heat  Transfer  and  Insulation: 

To  Work  on  Refractory  Heat  Flow 
Method,  March,  16 

ASTM  Committee  C-9  on  Concrete  and  Con¬ 
crete  Aggregates: 

Elects  J.  E.  Galloway,  ]r..  Chairman,  Aug., 
72 

Presents  Award  of  Merit  to  J.  M.  Scanlon, 
Oct.,  72 

Presents  Sanford  E.  Thompson  Award  to  R. 
C.  Meininger,  R.  D.  Gaynor,  and  T.  S. 
Khan,  )an.,  73 

Rolling  in  a  New  Concrete  Technology 
(Lawrence),  (uly,  26 

Symposium  on  Corrosion  Rates  of  Steel  in 
Concrete  (C-9  and  (J-l),  March,  23 
ASTM  Committee  C-11  on  Gypsum  and  Related 
Materials: 

Balanced  Protection  for  Fire  Safety  (Wes- 
sel),  July,  30 

Exterior  Insulation  and  Finish  Systems 
Group  Identifies  Priority  Areas,  Dec.,  19 
ASTM  Committee  C-12  on  Mortars  for  Unit  Ma¬ 
sonry: 

Elects  H.  C.  MacDonald  Chairman,  July,  56 
Presents  Award  of  Merit  to  ).  T.  Conway, 
Nov.,  80 

ASTM  Committee  C-13  on  Concrete  Pipe: 

Presents  Award  of  Merit  to  L.  L.  Klein, 
Nov.,  80 

ASTM  Committee  C-14  on  Glass  and  Glass 
Products: 

Drummer  in  the  Band  (Henry  Hagy]  (Peo¬ 
ple),  May,  80 

Future  Is  Bright  for  Glass  (Danielson  and 
Fine),  July,  22 

Steuben  Glass  Honors  C-14’s  50  Years, 
March,  18 

C14.02  on  Chemical  Analysis; 

Draft  Standard  on  Colorimetric  Determi¬ 
nation  of  Ferrous  Iron  (ASTM  Update), 
Oct.,  8 

C14.08  on  Flat  Glass: 

Draft  Standard  on  Laminated  Two-Ply 
Glass  (ASTM  Update),  Oct.,  8 
ASTM  Committee  C-15  on  Manufaidured  Ma¬ 
sonry  Units: 

C15.06  on  Roofing  Tile: 

RooHng  Tile  Groups  Become  New  C-15 
Subcommittee,  May,  20 
ASTM  Committee  C-16  on  Thermal  Insulation: 
Exterior  Insulation  and  Finish  Systems 
Croup  Identifies  Priority  Areas,  bee.,  19 
Term  Perm  (Terminology  Update),  May,  20 
ASTM  Committee  C-17  on  Fiber-Cement  Prod¬ 
ucts: 

Asbestos-Cement  Pipe  (Pigg),  April,  56 
C17.02  on  Non-Asbestos  Fiber  Cement 
Products: 

Draft  Standards  Cover  Non-Asbestos  Fi¬ 
ber  Cement  Products,  June,  19 
Draft  Test  Method  and  Specification  for 
Non-Asbestos  Fiber-Cement  Sheets 
(ASTM  Update),  Oct.,  8 
ASTM  Committee  C-18  on  Natural  Building 
Stones: 

Presents  Award  of  Merit  to  J.  B.  Patton, 
Aug.,  69 

ASTM  Committee  C-21  on  Ceramic  Whitewares 
and  Related  Products: 


Engineering  with  Ceramic  Materials 
(Semler  and  Pierce),  July,  36 
C21.06  on  Ceramic  Tile; 

Seeks  Comments  on  Ceramic  Tile  Freeze 
Thaw  Method,  March,  16 
ASTM  Committee  C-24  on  Building  Seals  and 
Sealants: 

Elects  C.  J.  Parise  Chairman,  Aug.,  72 
Exterior  Insulation  and  Finish  Systems 
Group  Identifies  Priority  Areas,  bee.,  19 
Presents  Award  of  Merit  to  T.  F.  O’Connor, 
Nov.,  80 

Presents  Award  of  Merit  to  L.  H.  Toporcer, 
Jan.,  76 

Shielded  Couplings  for  Hubless  Cast  Iron 
Soil  Pipe  Subject  of  New  Standard 
(ASTM  Update),  Sept.,  6 
Symposium  on  Building  Deck  Waterproof¬ 
ing,  Sept.,  14 

Symposium  on  Science  and  Technology  of 
Glazing  Systems,  Jan.,  27 
ASTM  Committee  C-26  on  Nuclear  Fuel  Cycle: 
Presents  Award  of  Merit  to  N.  M.  Trahey, 
Jan.,  76 

ASTM  Committee  C-27  on  Precast  Concrete 
Products: 

Presents  Award  of  Merit  to  C.  F.  Scholer, 
Feb.,  76 

C27.20  on  Architectural  and  Structural 
Products: 

Cast  Stone  Task  Group  Organized  (ASTM 
Update),  May,  6 

C  1089,  Specification  for  Spun  Cast  Pre¬ 
stressed  Concrete  Poles,  July,  15 
ASTM  Committee  C-28  on  Advanced  Ceramics: 
High  Temperature  Superconducting  Ce¬ 
ramics  Standards  Activity  (ASTM  Up¬ 
date),  April,  8 

Subcommittee  on  Research  Organized 
(ASTM  Update),  Feb.,  6 
Wear/Tribology /Corrosion/Erosion  Task 
Group  Looks  at  Wear  of  Advanced  Ce¬ 
ramics,  April,  20 

ASTM  Committee  D-1  on  Paint  and  Related 
Coatings  and  Materials; 

Adhesion  Program  (ASTM  Update),  Nov.,  6 
New  Task  Group  on  Nonautomotive  Corro¬ 
sion  Tests  (ASTM  Update),  Oct.,  8 
Presents  Award  of  Merit  to  R.  E.  Cannon, 
Oct.,  72 

Presents  Award  of  Merit  to  J.  T.  Luke,  Jan., 
75 

Presents  H.  A.  Gardner  Award  to  Stanley 
LeSota,  Jan.,  73 

Presents  Task  Group  Chairman  of  the  Year 
Award  to  J.  F.  Price,  Aug.,  66 
D01.27  on  Accelerated  Testing  for  Protec¬ 
tive  Coatings: 

D  822,  Practice  for  Operating  Light-  and 
Water-Exposure  Apparatus  (Carbon- 
Arc  Type)  for  Testing  Paint,  Varnish, 
Lacquer,  and  Related  Products,  Oct., 
14 

D01.47  on  Masonry  Treatments; 

New  Task  Groups;  Alkali  Resistance  of 
Masonry  Treatments  and  Rapid  Chlo¬ 
ride  Ic ..  intrusion,  June,  22 
D01.53  on  Coil  Coated  Metal: 

Two  New  Task  Groups  Organized,  Oct., 
14 

D01.55  on  Factory-Applied  Coatings  on 
Preformed  Products: 

Proposed  Test  Method  for  Wet  and  Dry 
Heat  Resistance  of  Wood  Furniture  Fin¬ 
ish  (ASTM  Update),  May,  6 
D01.57  on  Artist  Paintings  and  Related  Ma¬ 
terials: 


Artist’s  Paints  [D  4302  and  D  4303]  (Stan¬ 
dard  Profile),  Dec.,  24 
Task  Group  Formed  on  Chronic  Toxicity 
in  Art  and  Craft  Materials,  May,  24 
D  4236,  Practice  for  Labeling  Art  Materi¬ 
als  for  Chronic  Health  Hazards,  May, 
24 

ASTM  Committee  D-2  on  Petroleum  Products 
and  Lubricants: 

Automotive  Gasoline  (Wagner),  Jan.,  46 
Car  and  Truck  Engine  Fuels  and  Lubricants 
(Strigner),  Jan.,  38 

Elects  E.  W.  White  Chairman,  Aug.,  72 
Engine  Oil  Classification  (Franklin),  Jan., 
50 

Future  of  Diesel  Engine  Fuels  (Doering), 
Jan.,  42 

High  Temperature,  High  Shear  Oil  Viscos¬ 
ity:  Measurement  and  Relationship  to  En¬ 
gine  Operation  Symposium,  Nov.,  21 
Motor  Oil  Answerman  (People),  Jan.,  88 
Presents  ASTM  Award  of  Achievement  to 
L.  J.  Painter,  June,  86 
Presents  Award  of  Merit  to  J.  J.  Kaufman, 
Nov.,  80 

Presents  Award  of  Merit  to  R.  E.  Manning, 
Oct.,  72 

D02.04M  on  Mass  Spectroscopy  Methods: 
Consolidation  with  E-14  on  Mass  Spec¬ 
troscopy  (ASTM  Update),  Dec.,  4 
ASTM  Committee  D-3  on  Gaseous  Fuels: 

Standards  for  Metering  Natural  Gas  (Hall), 
Jan.,  54 

ASTM  Committee  D-4  on  Road  and  Paving  Ma¬ 
terials: 

DOD  References  D-4  Standards  (ASTM  Up¬ 
date),  June,  6 

Elects  J.  A.  Epps  Chairman,  July,  55 
Presents  Prevost  Hubbard  Award  to  V.  P. 

Puzinauskas,  March,  70 
Symposium  on  Asphalt  Emulsions,  Sept., 
14 

Symposium  on  Nondestructive  Testing  of 
Pavements  and  Backcalculation  of  Mo¬ 
duli,  Feb.,  24 

D04.39  on  Non-Destructive  Testing  of  Pave¬ 
ment  Structures: 

D  4694  Aids  Pavement  Evaluation,  April, 
23 

ASTM  Committee  D-S  on  Coal  and  Coke: 

Coal  Constituent  Mineralogy  Focus  of  New 
Task  Group  (ASTM  Update),  Sept.,  6 
Presents  Glenn  Award  to  D.  M.  Mason, 
June,  86 

D05. 21.01  on  Proximate  Analysis: 

New  Task  Group  Formed,  (ASTM  Up¬ 
date),  Sept.,  6 

ASTM  Committee  D-6  on  Paper  and  Paper 
Products: 

Elects  G.  M.  Hodgson  Chairman,  Aug.,  72 
D06.20  on  Permanent  Records  Papers: 
Paper  and  Business  Products  Committees 
to  Meet  with  TAPPl,  June,  18 
ASTM  Committee  D-7  on  Wo^: 

Elects  E.  F.  Diekmann  Chairman,  Aug.,  72 
Presents  Markwardt  Award  to  E.  G.  King, 
Jr.,  Feb.,  70 

D07.03  on  Panel  Products: 

Old  and  New  Construction  Material 
(D  3043,  D  2718,  and  D  2719],  (Stan¬ 
dard  Profile),  April,  29 

ASTM  Committee  D-8  on  Roofing,  Waterproof¬ 
ing,  and  Bituminous  Materials: 

Presents  Award  of  Merit  to  J.  P.  Weideman, 
Oct.,  72 

Presents  Walter  C.  Voss  Award  to  W.  H. 
Gumpertz,  Jan.,  73 
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Third  International  Symposium  on  Roofs 
and  Roofing  (ASTM  Update),  Dec.,  4 
Dos. 20  on  Nonstructural  Roofing  Systems: 
Developing  a  Test  Method  for  Clarifying 
and  Measuring  Voids  in  Roofing 
(ASTM  Update),  Nov.,  6 
ASTM  Committee  D-9  on  Electrical  and  Elec¬ 
tronic  Insulating  Materials: 

Method  for  Sampling  and  Testing  Ther¬ 
mally  Conductive  Electrical  Insulating 
Material  Developed  (ASTM  Update), 
April,  8 

Presents  Arnold  H.  Scott  Award  to  W.  T. 
Starr,  )uly,  53 

Presents  Award  of  Merit  to  B. ).  Dutka,  June, 
85 

D09.18  on  Solid  Insulations,  Non-Metallic 
Shieldings,  and  Coverings  for  Electrical 
and  Telecommunications  Wires  and  Ca¬ 
bles: 

All  in  the  Family  [Robertson]  (People), 
Dec.,  104 

ASTM  Committee  D-10  on  Packaging; 

Development  of  Test  Method  for  Functional 
Strength  of  Trash  Bags,  Aug.,  20 
Elects  Robert  Me  Gill  Chairman,  July,  56 
Not  )ust  Borscht,  Potatoes,  and  Black  Bread 
(Inside  SN),  March,  1 
Packaging  Sensitive  Electronic  Compo¬ 
nents  (McGill),  March,  44 
Tamper  Evident  Packaging  and  Food  (Lock¬ 
hart),  March,  36 

DlO.14  on  Closure  and  Reinforcement: 

A  Package  for  Government  [D  3951] 
(Standard  Profile),  Feb.,  26 
DlO.22  on  Handling  and  Transportation: 
Standard  Focuses  on  Random  Vibration 
Testing  of  Packages,  March,  17 
DlO.34  on  Identification  of  Pharmaceutical 
Drug  Product  Containers: 

D  4774,  Practice  for  User  Applied  Drug 
Labels  in  Anesthesiology  (ASTM  Up¬ 
date),  Aug.,  8 

D  4775,  Specification  for  Identification 
and  Conflguration  of  Prefilled  Syringes 
and  Delivery  Systems  for  Drugs  (Ex¬ 
cluding  Pharmacy  Bulk  Packages) 
(ASTM  Update),  Aug.,  8 
ASTM  Committee  D-11  on  Rubber: 

Elects  A.  G.  Veith  Chairman,  Aug.,  72 
Dll. 23  on  Synthetic  Rubber: 

New  Standards  Development  Activity 
(ASTM  Update),  Sept.,  6 
ASTM  Committee  D-12  on  Soaps  and  Other  De¬ 
tergents: 

Presents  Award  of  Merit  to  G.  T.  Battaglini, 
March,  69 

ASTM  Committee  D-13  on  Textiles: 

D  4771  Covers  Knitted  Upholstery  Perfor¬ 
mance  Requirements  (ASTM  Update), 
June,  6 

Elects  A.  B.  Chehna  Chairman,  Aug.,  72 
Presents  DeWitt  Smith  Award  to  N.  ].  Ab¬ 
bott,  March,  70 

There’s  More  to  Care  Labels  Than  Meets  the 
Eye  (D  3136),  Jan.,  19 
ASTM  ^mmittee  D-14  on  Adhesives; 

Presents  Award  of  Merit  to  B.  H.  River, 
Aug.,  69 

D14.70  on  Construction  Adhesives: 

Developing  Flooring  StainTest,  Nov.,  18 
D14.80  on  Metal  Bonding  Adhesives: 

D  4800,  Guide  for  Classifying  and  Speci¬ 
fying  Adhesives,  July,  16 
ASTM  Committee  D-15  on  Engine  Coolants: 
Presents  D.  H.  Green  Award  to  R.  B.  En- 
dress,  Feb.,  71 


ASTM  Committee  D-16  on  Aromatic  Hydrocar¬ 
bons  and  Related  Chemicals: 

D16.0A  on  Benzene,  Toluene,  Xylenes,  Cy¬ 
clohexane,  and  Their  Derivatives: 
Para-xylene  Topic  of  New  Task  Group 
(ASTM  Update)  July,  4 
ASTM  Committee  D-18  on  Soil  and  Rock: 
Geotechnical  Aspects  of  Ocean  Waste  Dis¬ 
posal  Symposium,  Nov.,  21 
Presents  Hogentogler  Award  to  Chaney  and 
Fang,  Oct.,  69 

Standards  for  Decontamination  of  Field  and 
Laboratory  Equipment  Used  in  Soils 
Evaluation  Under  Development  (Envi¬ 
ronmental  Update),  Dec.,  11 
Symposium  on  Nondestructive  Testing  of 
Pavements  and  Backcalculation  of  Mo¬ 
duli,  Feb.,  24 

Vadose  Zone  Soil  Gas  Monitoring  Ques¬ 
tionnaire  (ASTM  Update),  Nov.,  6 
D18.21  on  Ground  Water  Monitoring: 

D-18  Subcommittee  Concentrates  on 
Ground  Water  (Nielsen),  June,  21 
Meeting  Announcement  (Environmental 
Update),  June,  8 

Zone  Soil  Gas  Monitoring  Input  Sought 
(Environmental  Update),  Dec.,  11 
ASTM  Committee  D-19  on  Water: 

Presents  Hecht  Award  to  R.  E.  White,  Nov., 
78 

Section  on  Saline  Water  and  Water  for  Sub¬ 
surface  Injection  (Environmental  Up¬ 
date),  Aug.,  11 

Selected  ASTM  General  Use  Standards  on 
Water  Available  (Environmental  Up¬ 
date),  Feb.,  12 

D19.03  on  Sampling  of  Water  and  Water- 
Formed  Deposits  and  Surveillance  of  Wa¬ 
ter: 

Developing  Standard  on  In-Line  Monitor¬ 
ing  of  Sodium  (Environmental  Up¬ 
date),  Oct.,  11 

D19.07  on  Sediment,  Geomorphology,  and 
Open  Channel  Flow: 

Digestion  of  Sediment  Samples  Stan¬ 
dard,  D  4698  (Environmental  Update), 
Feb.,  13 

Fluvial  Hydrology  Section  Formed  (Envi¬ 
ronmental  Update),  April,  6 
Standards  for  Hydrology/Hydraulic  Field 
Procedures  Under  Development  (Envi¬ 
ronmental  Update),  Dec.,  11 
D19.11  on  Water  for  Power  Generation  and 
Power  Use: 

Meeting  with  International  Water  Confer¬ 
ence  (ASTM  Update),  Sept.,  6 
Standards  Development  and  Interaction 
with  Industry  (ASTM  Update),  July,  5 
D19.24  on  Water  Microbiology: 

Pathogenic  Protozoans  Section  Estab¬ 
lished  (Environmental  Update),  Feb., 
12 

ASTM  Committee  D-20  on  Plastics: 

Elects  R.  W.  Miller  Chairman,  July,  56 
Fiberglass  Pipe  (Bailey),  April,  58 
New  Activity  on  Plastics  Recycling  (ASTM 
Update),  March,  11 
Plastics  (Inside  SN),  Oct.,  1 
Plastics  That  Degrade  Faster  (Anrady), 
Oct.,  46 

Presents  A.  H.  Landrock  with  Plastics 
Award,  Oct.,  69 

What's  New  in  Utility  and  Industrial  Chim¬ 
ney  Liners  (Blanchard),  Oct.,  50 
D20.05  on  Computerized  Data  Acquisition: 
D20.05  Organizes  (ASTM  Update),  Feb., 
6 


D20.15  on  Thermoplastic  Materials: 
Engineering  Thermoplastics  (Graboff), 
Oct.,  38 

D20.22  on  Cellular  Plastics: 

Rigid  Cellular  Plastics  in  Automotive  Ap¬ 
plications  (Ashe),  Oct.,  32 
D20.25  on  Computerized  Data  Acquisitions 
and  Interpretation: 

Computers,  Software,  and  Softheads 
Don’t  Mix  (Hart  and  Timmer),  Oct.,  28 
D20.50  on  Permanence  Properties: 

Standards  for  Degradability  of  Plastics  to 
be  Discussed  (ASTM  Update),  March, 
11 

D20.95  on  Recycled  Plastics: 

Are  There  Plastics  in  Your  Future?,  Oct., 
34 

Draft  for  Recycled  Plastics  Under  Devel¬ 
opment,  Oct.,  18 

ASTM  Committee  D-21  on  Polishes: 

Elects  J.  M.  Owens  Chairman,  Aug.,  72 
ASTM  Committee  D-22  on  Sampling  and  Anal¬ 
ysis  of  Atmospheres: 

Airborne  Asbestos  in  Buildings  (Ellis), 
Dec.,  60 

Biological  Contaminants  in  Indoor  Envi¬ 
ronments  Conference  (Environmental 
Update),  Dec.,  11 

Indoor  Air  Pollution  (Levin),  Dec.,  34 
Johnson  Conference  Topic  Is  on  Asbestos: 
Measurement  Research  and  Laboratory 
Accreditation  (Environmental  Update), 
June,  9 

Microbiological  Aerosols  Indoors  (Feeley 
and  Morey),  Dec.,  54 

Presents  Award  of  Merit  to  C.  O.  Hommel, 
Oct.,  72 

Radon  in  the  Indoor  Environment  (Fort- 
mann),  Dec.,  50 

Sponsors  Conference  on  Asbestos:  Mea¬ 
surement  Research  and  Laboratory  Ac¬ 
creditation  (Environmental  Update), 
Feb.,  12  and  Oct.,  11 

Toxic  Organic  Vapors  in  Indoor  Air  (Lewis 
and  Wallace),  Dec.,  40 
D22.04  on  Workplace  Atmospheres: 

D  4765  and  D  4766  Completed  (Environ¬ 
mental  Update),  June,  8 
D22.05  on  Indoor  Air: 

D22. 05.09  on  Statistical  Methods  is  New 
Section  (Environmental  Update),  Dec., 
11 

ASTM  Committee  D-24  on  Carbon  Black: 

D24.61  on  Carbon  Black  Sampling  and  Sta¬ 
tistical  Analysis: 

D  4821,  Guide  for  Carbon  Black — Valida¬ 
tion  of  Test  Method  Precision  and  Bias, 
Oct.,  14 

ASTM  Committee  D-26  on  Halogenated  Or¬ 
ganic  Solvents: 

Symposium  on  Halogenated  Solvents  T ech- 
nology — A  Look  to  the  Future,  April,  25 
D26.04  on  Test  Methods: 

Developing  Standard  on  Purity  of  Perch- 
loroethylene  and  Trichloroethylene 
(ASTM  Update),  Aug.,  9 
ASTM  Committee  D-27  on  Electrical  Insulating 
Liquids  and  Gases: 

Elects  H.  C.  Manger  Chairman,  Aug.,  72 
ASTM  Committee  D-28  on  Activated  Carlwn; 
User  Input  on  Activated  Carbon  Standards 
Sought,  Oct.,  18 

ASTM  Committee  D-30  on  High  Modulus  Fibers 
and  Their  Composites: 

Military  Handbook  17  “Polymer-Matrix 
Composites’’  Revised  (National  Update), 
April,  11 
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E07.02  on  Reference  Radiographs: 

Seeks  Interest  in  Radiograph  Visual  Acu¬ 
ity  Activity,  May,  24 
E07. 10.02  on  Optical  Holography: 

Seeks  Active  Participation  (ASTM  Up¬ 
date),  May,  6 

ASTM  Committee  E-9  on  Fatigue: 

Elects  B.  M.  Hillberry  Chairman,  Aug.,  72 
Symposium  on  Evaluation  and  Techniques 
in  Fractography  (E-9  and  E-24),  May,  26 
Workshop  on  Noncontacting  Sensors, 
April,  24 

ASTM  Committee  E-10  on  Nudear  Technology 
and  Applications: 

Elects  P.  S.  Olson  Chairman,  )uly,  56 
Presents  Award  of  Merit  to  F.  B.  Kam,  Oct. , 
72 

Symposium  on  Effects  of  Radiation  on  Ma¬ 
terials,  14th  International,  May,  28 
ElO.Ol  on  Dosimetry  for  Radiation  Process¬ 
ing: 

New  Subcommittee  Title  (ASTM  Up¬ 
date),  May,  6 

ElO.04  on  Radiation  Protection  Methodol- 


Symposium  on  Automotive  and  Industrial 
Composites,  Nov.,  23 
Symposium  on  Metal  Matrix  Composites: 
Testing,  Analysis,  and  Failure  Modes 
(D-30  and  NASA),  March,  20 
Symposium  on  Thermal  and  Mechanical 
Behavior  of  Ceramic  and  Metal  Matrix 
Composites  (D-30  and  E-24),  Oct.,  22 
ASTM  Committee  D-31  on  Leather: 

Elects  ).  W.  Mitchell  Chairman,  Aug.,  72 
D31.07  on  Physical  Properties — General: 

D  4831,  Test  Method  for  Buckle  Tear 
Strength  of  Leather,  Dec.,  20 
ASTM  Committee  D-32  on  Catalysts: 

Symposium  on  Preparation  and  Character¬ 
ization  of  Catalysts,  April,  26 
ASTM  Committee  D-33  on  Protective  Coating 
and  Lining  Work  for  Power  Generation  Facil¬ 
ities: 

Different  Vantage  Point  [Robert  Barnhart], 
(People),  April,  88 

D33.12  on  Coatings  and  Linings  for  Con¬ 
densers  and  Heat  Exchangers: 

New  Subcommittee  Formed,  Aug.,  16 
D33.14  on  Hazardous  Wastes  in  Utility  Pro¬ 
tective  Coating  and  Lining  Work: 

New  Subcommittee  Formed,  Aug.,  16 
ASTM  Committee  D-34  on  Waste  Disposal: 
Fate/Transportation  Assessment  Methodol¬ 
ogy  Symposium  Cancelled  (Environmen¬ 
tal  Update),  Dec.,  11 

Medical  Waste  and  Medical  Waste  Disposal 
Activity  Established  (Environmental  Up¬ 
date),  April,  6  and  Aug.,  11 
Merger  with  Committee  E-38  and  Develop¬ 
ment  of  New  Scope  (Environmental  Up¬ 
date),  Aug.,  11  and  Oct.,  11 
Waste  Management  and  the  Environment 
Conference  Scheduled,  Oct.,  14 
D34. 05.02  on  Installation  Practices: 

Draft  Guide  for  Installation  of  a  Liner  Sys¬ 
tem  for  Containment  of  Wastes  (Envi¬ 
ronmental  Update),  Oct.,  11 
D34.06  on  Disposal  Sites: 

Three  New  Task  Groups  Organized  (Envi¬ 
ronmental  Update),  )une,  8 
D34.09.03  on  Biological  Treatment  and 
Land  Application: 

Anaerobic  Biodegradation  Potential  of 
Solid  Wastes  Studied  (Environmental 
Update),  Oct.,  11 

ASTM  Committee  D-35  on  Geotextiles  and  Re¬ 
lated  Products: 

Forum  on  Biological  Growth  and  Degrada¬ 
tion  of  Geomembranes  (ASTM  Update), 
Oct.,  8 

Symposium  on  Microstructure  and  Perfor¬ 
mance  of  Geosynthetics,  Oct.,  22 
ASTM  Committee  E-2  on  Analytical  Atomic 
Spectroscopy: 

Best  Seat  in  the  House  (Ted  Linde)  (People), 
Feb.,  88 

Presents  Award  of  Merit  to  D.  A.  Flinch- 
baugh,  Ian.,  74 

Presents  B.  F.  Scribner  Award  to  C.  L.  Maul, 
Feb.,  69 

E02.05  on  Copper,  Nickel,  Cobalt,  and  High 
Temperature  Alloys: 

Participants  Sought  for  Copper  and  Cop¬ 
per  Alloy  Methods  Development 
(ASTM  Update),  )uly,  4 
ASTM  Committee  E-3  on  Chemical  Analysis  of 
kletals.  Ores,  and  Related  Materials: 
Chairman’s  Camera  Captures  Committee 
[Robert  Smith]  (People),  March,  88 
Consolidation  with  E-16  (ASTM  Update) 
July,  5 


Precious  Metal  Analysis  (Bennett),  Nov. ,  62 
Presents  Lundell-Bright  Award  to  F.  A. 
Blair,  Jan.,  70 

Title  of  Committee  Changed,  Aug.,  18 
E03.05  on  Nonferrous  Metals: 

Study  on  Impurities  in  Refined  Copper 
Planned  (ASTM  Update),  May,  6 
ASTM  Committee  E-4  on  Metallography: 

Advances  in  Microstructural  Imaging  (Van- 
der  Voort),  Nov.,  50 

Participants  Needed  for  Nodularity  and 
Nodule  Count  of  Ductile  Cast  Iron  Activ¬ 
ity  (ASTM  Update),  Oct.,  8 
Presents  Award  of  Merit  to  G.  F.  Vender 
Voort,  Feb.,  76 

Presents  Norton  Memorial  Scholarship  to  L. 

S.  Steele,  March,  70 
E04.14  on  Cjuantitative  Metallography: 

New  Metallography  Task  Group  to  Orga¬ 
nize,  March,  14 

ASTM  Committee  E-5  on  Fire  Standards: 

Presents  Award  of  Merit  to  L.  A.  Barron, 
Oct.,  72 

Presents  Award  of  Merit  to  Daniel  Gross, 
Ian.,  75 

Presents  Award  of  Merit  to  C.  R.  Thomson, 
Oct.,  72 

E05.23  on  Combustibility: 

New  Task  Group  Measures  Degrees  of 
Combustibility,  April,  21 
Draft  to  Evaluate  Materials  in  Terms  of 
Degrees  of  Combustibility  (ASTM  Up¬ 
date),  Nov.,  6 
E05.38  on  Educational: 

Fire  Standards  Education  Is  Subcommit¬ 
tee  Goal  (ASTM  Update),  )une,  6 
ASTM  Committee  E-6  on  Performance  of  Build¬ 
ing  Constructions: 

Elects  F.  C.  Pneuman  Chairman,  (uly,  57 
Exterior  Insulation  and  Finish  Systems 
Group  Identifies  Priority  Areas,  Elec.,  19 
New  Standards  Activity  on  Radon  Infiltra¬ 
tion  (ASTM  Update),  Feb.,  6 
New  Standards  Activity  on  Roof  Assembly, 
Nov.,  18 

Presents  Award  of  Merit  to  H.  E.  Marshall, 
luly,  53 

Sponsors  Symposium  on  Overall  Facility 
Performance:  Use,  Operation,  and  Cost, 
Aug.,  20 

E06.14  on  Structural  Performance  of  Com¬ 
pleted  Structures: 

Task  Group  Works  on  Standards  for  Man¬ 
ufactured  Homes,  Feb.,  20 
E06.21.10  on  Floor  Surface  Profiling: 

How  flat  is  the  floor?  [E  1155]  (Standard 
Profile),  Nov.,  70 

EOd.55  on  ^terior  Building  Wall  Systems: 
Activity  on  Systems  Performance  (ASTM 
Update),  Oct.,  8 

ASTM  Committee  E-7  on  Nondestructive  Test¬ 
ing: 

Computed  Tomography  (Stanley),  Nov.,  44 
Graphite  Furnace  Atomic  Absorption  Spec¬ 
trometry  (Miller-lhli),  Nov.,  58  • 

Model  for  Other  Committees  (Terminology 
Update),  April,  22 

Presents  Award  of  Merit  to  H.  Berger,  Nov., 
80 

Presents  Briggs  Award  to  D.  L.  Conn  and  T. 
L.  Bailey,  ]une,  86 

Radioscopic  Real-Time  Inspection 
(Peugeot),  Nov.,  40 

Workshop  on  Nondestructive  Testing  of 
Mismarked,  Substandard,  and  Counter¬ 
feit  Fasteners,  and  Materials  (A-1,  E-7, 
F-12,  and  F-16),  May,  27 


ogy: 

Nuclear  Group  to  Study  Measurement  of 
Package  Surface  Radiation,  Dec.,  20 
ASTM  Committee  E-11  on  Statistical  Methods: 
Precision  Statements  Made  Easier  (E  691 
Revised),  Ian.,  17 

Round  Robins  (Lashof  and  Mandel),  luly, 
42 

Ruggedness  Tests  and  Interlaboratory  Stud¬ 
ies  (Paule),  May,  56 

ASTM  Committee  E-12  on  Appearance  of  Mate¬ 
rials: 

El 2. 03  on  Geometric  Properties: 

Light  Return  (Standard  Profile),  May,  31 
E12.09  on  Scattering: 

Developing  Test  Method  for  Bidirec¬ 
tional  Reflection  Distribution  Function 
Measurements  on  Specular  Mirrors 
(ASTM  Update),  Aug.,  9 
ASTM  Committee  E-13  on  Molecular  Spectro¬ 
scopy: 

E13.06  on  Molecular  Luminescence: 
Cosponsors  Symposium  with  Federation 
of  Analytical  Chemistry  and  Spectro¬ 
scopy  Societies,  Aug.,  20 
ASTM  Committee  E-14  on  Mass  Spetitrometry: 
Consolidating  with  Subcommittee 
D02 .04M  on  Mass  Spectroscopy  Methods 
(ASTM  Update),  Dec.,  4 
Elects  R.  D.  Grigsby  Chairman,  Aug.,  72 
ASTM  Committee  E-IS  on  Industrial  Chemi¬ 
cals: 

E15.22  on  Functional  Groups: 

Industrial  Chemicals  Subcommittee 
Seeks  Participation,  (an.  16 
ASTM  Committee  E-16  on  Sampling  and  Analy¬ 
sis  of  Metal  Bearing  Ores  and  Related  Materi¬ 
als: 

Consolidation  with  E-3  (ASTM  Update) 
luly,  4 

ASTM  Committee  E-17  on  Pavement  Manage¬ 
ment  Technologies: 

E-17  Renamed,  May,  20 
First  International  Symposium  on  Surface 
Characteristics,  Ian.,  24 
Presents  Shelburne  Award  to  W.  B.  Horne, 
March,  70 

RL-2  Blank  Tires  for  Pavement  Friction 
Tests  Soon  Available,  Oct.,  14 
E17.42  on  Traffic  Characteristics: 

New  Subcommittee  Formed  on  Traffic 
Characteristics,  April,  23 
ASTM  Committee  E-18  on  Sensory  Evaluation 
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of  Materials  and  Products: 

ASTM  Standards  on  Sensory  Evaluation  of 
Materials  and  Products  Compilation 
Available,  Aug.,  22 
Elects  B.  I.  Dunbar  Chairman,  July,  55 
Sensory  Laboratory  Automation  Task 
Group  Develops  Guide  for  Analysis  of 
Sensory  Systems  to  Increase  Efficiency 
via  Computer  Automation  (ASTM  Up¬ 
date),  May,  6 

Sensory  Textiire  Measurement:  Origins  to 
New  Trends,  Seminar  To  Be  Held, 
(ASTM  Update),  Nov.,  6 
Symposium  on  Product  Testing  with  Com- 
sumers  for  Research  Guidance,  April,  24 
E18.01  on  Terminology: 

On  the  Lighter  Side  of  a  Dark  Month 
[E  253]  (Standard  Profile),  )an.,  29 
ASTM  Committee  E-19  on  Chromatography: 
Presents  Award  of  Merit  to  C.G.  Scott,  Feb., 
75 

ASTM  Committee  E-20  on  Temperature  Mea¬ 
surement: 

Elects  ).  A.  Wise  Chairman,  July,  57 
Gee  Whiz — Another  ASTM  Standard  (In 
My  Opinion),  May,  1 

How’s  the  Temperatrue?  (Inside  SN),  May, 

1 

Industrial  Temperature  Sensors 
(Herskovitz),  May,  44 
International  Temperature  Scales 
(Mangum),  May,  36 

Presents  Award  of  Merit  to  J.  A.  Bard,  Sept. , 
64 

Radiation  Thermometry  (Peacock),  May,  33 
Thermocouples  (Biermann),  May,  40 
E20.03  on  Resistance  Thermometers; 
Resistance  Thermometry  (Ortolano), 
May,  52 

E20.05  on  Liquid-in-Glass  Thermometers 
and  Hydrometers: 

Liquid-in-Glass  Thermometers  (Wise), 
May,  48 

ASTM  Committee  E-21  on  Space  Simulation 
and  Application  of  Space  Technology: 

Elects  R.  G.  Moss  Chairman,  Aug.,  72 
ASTM  Committee  E-24  on  Fracture  Testing: 
Chevron  Notched  Fracture  Toughness  Test, 
(Brown),  Nov.,  66 

Presents  Award  of  Merit  to ).  P.  Gallagher, 
Oct.,  72 

Presents  Fracture  Mechanics  Award  to  G.  R. 
Irwin,  Feb.,  69 

Reflections  on  the  First  Fracture  Mechanics 
Medal  Recipients  [P.  C.  Paris  and  G.  R. 

’  Irwin],  June,  84 

Symposium  on  Evaluation  and  Techniques 
in  Fractography  (E-24  and  E-9),  May,  26 
Symposium  on  Surface  Crack  Growth:  Ex¬ 
periments  and  Structures,  )an.,  25 
Symposium  on  Thermal  and  Mechanical 
Behavior  of  Ceramic  and  Metal  Matrix 
Composites  (D-30  and  E-24),  Oct.,  14 
21st  National  Symposium  on  Fracture  Me¬ 
chanics,  April,  24 

E24.06  on  Fracture  Mechanics  Applica¬ 
tions: 

Task  Group  to  Evaluate  Fracture  Mechan¬ 
ics  .Software  (ASTM  Update),  May,  6 
ASTM  Committee  E-28  on  Mechanical  Testing: 
Dynamic  Modulus  Measurements  Sympo¬ 
sium  (E-28)  Dec.,  20 

Laboratory  Automation  (Heberling),  Sept., 
34 

Misuse  of  ASTM  Standards  in  the  Court¬ 
room  (Newby),  Feb.,  42 
Presents  Award  of  Merit  to  R.  Papirno, 


Sept.,  64 

E28.01  on  Calibration  of  Mechanical  Test¬ 
ing  Machines  and  Apparatus; 

All  Bases  Covered  [Strimel]  (People), 
Aug.,  88 

E28.04  on  Tension  Testing; 

Invites  Data  Submission  Regarding 
E  1012  (ASTM  Update),  June,  6 
E28.12  on  Accreditation  of  Mechanical 
Testing  Laboratories; 

Mechanical  Testing  Lab  Accreditation 
Group  to  Meet  in  May,  April,  20 
ASTM  Committee  E-29  on  Partide  Size  Mea¬ 
surement: 

E-29  Adds  Three  Sieves  to  Standard  E  11, 
Feb.,  18 

E29.02  on  Subsieve  Testing; 

To  Meet  with  FPS  (ASTM  Update),  June, 

6 

E29.04  on  Liquid  Particle  Measurement: 
Develops  'Test  Method  for  Calibration 
Verification  of  Laser  Diffraction  Parti¬ 
cle  Sizing  Instruments  Using  Photo¬ 
mask  Reticles  (ASTM  Update),  April,  9 
ASTM  Committee  E-31  on  Computerized  Sys¬ 
tems: 

Robots  for  Sample  Preparation  (Megargle), 
Sept.,  42 

Transferring  Clinical  Lab  Data  Between  In¬ 
dependent  Computer  Systems  (Ham¬ 
mond),  Nov.,  28 

E31.03  on  System  Definition  and  Imple¬ 
mentation: 

Rapid  Prototyping  Standard  Developed 
(ASTM  Update),  Jan.,  6 
E31.40  on  Laboratory  Information  Manage¬ 
ment  Systems  (LIMS); 

Laboratory  Information  Management 
Systems  (Zadnik),  Sept.,  38 
Organized  (ASTM  Update],  Jan.,  6 
Defining  Terms  (AS'TM  Update),  Sept. ,  6 
ASTM  Committee  E-33  on  Environmental 
Acoustics: 

Community  Noise  Workshop  Held,  New 
Subcommittee  Planned,  Feb.,  20 
Noise  and  You  (Clark),  Aug.,  32 
Quiet  Please!  (Wamock),  Dec.,  46 
Task  Group  Highlights,  Sept.,  14 
Title  and  ^ope  to  be  Determined  for  New 
Task  Group  on  Community  Noise,  Sept., 
14 

E33.01  on  Sound  Absorption: 

Measuring  Characteristics  of  Anechoic 
Rooms  (ASTM  Update),  Dec.,  4 
E33.04  on  Application  of  Acoustical  Mate¬ 
rials  and  Systems: 

Access  Floors  Claim  Acoustic  Group's 
Attention,  Feb.,  21 

E33.08  on  Mechanical  and  Electrical  Sys¬ 
tem  Noise: 

Active  Noise  Control  Devices  Task  Group 
(ASTM  Update),  Jan.,  6 
ASTM  Committee  E-34  on  Occupational  Health 
and  Safety: 

Practice  Considers  Occupational  Exposure 
to  Silica  (E  1156),  Jan.,  18 
ASTM  Committee  E-35  on  Pesticides: 

Presents  Award  of  Merit  to  B.  J.  Butler, 
Feb.,  75 

ASTM  Committee  E-36  on  Criteria  for  the  Eval¬ 
uation  of  Testing  and  Inspection  Agencies: 
International  Laboratory  Accreditation 
(Locke),  Sept.,  24 

ASTM  Committee  E-37  on  Thermal  Measure¬ 
ments: 

Elects  R.  G.  Ferrillo  Chairman,  Aug.,  72 
Presents  Award  of  Merit  to  R.  G.  Ferrillo, 
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March,  69 

E37.01  onTest  Methods  and  Recommended 
Practices: 

Reactivated  Task  Group  Addresses  Ox¬ 
idative  Stability  of  Hydrocarbon  Mate¬ 
rials  (ASTM  Update),  Feb.,  6 
Users  of  Rigid  Solid  Interferometry 
Method  Requested  to  Participate  in  Re¬ 
vision  of  E  289,  Feb.,  16 
ASTM  Committee  E-38  on  Resource  Recovery: 

E  1183,  Test  Method  of  Air  Drying  Refuse 
Derived  Fuel-5  for  Further  Analysis,  Pub¬ 
lished  (Environmental  Update),  April,  6 
Medical  Waste  and  Medical  Waste  Disposal 
Activity  Established  (Environmental  Up¬ 
date),  April,  6 

Merged  with  Committee  D-34  (Environ¬ 
mental  Update),  Aug.,  11 
ASTM  Committee  E-40  on  Technical  Aspects  of 
Products  Liability  litigation: 

Elects  J.  B.  Kepple  Chairman,  Sept.,  65 
Misuse  of  ASTM  Standards  in  the  Court¬ 
room  (Newby),  Feb.,  42 
One  Score  Less  Eight  (Greene),  Feb.,  32 
Product  Safety  Standards  in  the  Courtroom 
(Lemon  and  Wendt),  Feb.,  28 
Products  Liability  Litigation  Standards 
Completed  (E  1138  and  E  1188),  Feb.,  15 
Standards  in  the  Antitrust  Arena  (Hoffman 
and  Hoffman),  Feb.,  46 
Standards  in  the  Courtroom  (Inside  SN), 
Feb.,  1 

What  Does  it  Take  to  be  a  Good  Expert  Wit¬ 
ness?  (Specter),  Feb.,  38 

ASTM  Conunittee  E-41  on  Laboratory  Appa¬ 
ratus: 

New  Standard,  E  1157  on  Reusable  Lab 
Glassware  (ASTM  Update),  March,  11 
ASTM  Committee  E-42  on  Surface  Analysis: 
E42.04  on  X-Ray  Photoelectron  Spectros¬ 
copy  (XPS): 

New  Standard  Published  for  X-Ray  Pho¬ 
toelectron  and  Auger  Electron  Spec- 
troscopists,  March,  19 
ASTM  Committee  E-43  on  Metric  Practice: 
Elects G.  B.  Pilkington,  II,  Chairman,  Sept., 
65 

Presents  Award  of  Merit  to  R.  P.  Lukens, 
Aug.,  69 

SI — Metric — ASTM  and  the  World  (In  My 
Opinion),  July,  6 

ASTM  Committee  E-44  on  Solar,  Geothermal, 
and  Other  Alternative  Energy  Sources: 
Merger  with  E-45  and  Name  Change  Ap¬ 
proved  (ASTM  Update),  Dec.,  4 
Presents  Award  of  Merit  to).  L.  Scott,  Aug., 
69 

E44.10  on  Wind-Driven  Power  Systems: 

E  1240,  Test  Method  for  Performance 
Testing  of  Wind  Energy  Conversion 
Systems  (ASTM  Update),  Nov.,  6 
ASTM  Committee  E-45  on  Geothermal  Re¬ 
sources  and  Energy; 

Merger  with  E-44  Approved  (ASTM  Up¬ 
date),  Dec.,  4 

ASTM  Committee  E-46  on  Quality  Provisions  in 
ASTM  Standards: 

An  Interview  with  E-46’s  New  Chairman, 
Sept.,  48 

Elects  M.  J.  Kowalewski,  Jr.,  Chairman, 
Aug.,  72 

ASTM  Committee  E-47  on  Biological  Effects 
and  Environmental  Fate: 

Fate/Transportation  Assessment  Methodol¬ 
ogy  Symposium  Cancelled  (Environmen¬ 
tal  Update),  Dec.,  11 
E47.01  on  Aquatic  Toxicology: 
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12th  Symposium  on  Aquatic  Toxicology 
and  Hazard  Assessment,  Ian.,  27 
13th  Sympmsium  on  Aquatic  Toxicolocy 
and  Risk  Assessment,  Dec.,  22 
E47.03  on  Sediment  Toxicity: 

Draft  Standards  on  Hyalella,  Chirono- 
mus,  and  Amphipods  (Environmental 
Update),  April,  6 

Research  Related  to  Sediment  (Environ¬ 
mental  Update),  Dec.,  11 
Summary  of  Current  Activities,  Sept.,  14 
E47.04  on  Wildlife  Toxicology; 

Develops  Wildlife  Toxicity  Tests,  )uly, 
17 

E47.06  on  Environmental  Fate  of  Chemical 
Substances: 

Completes  Three  New  Standards,  E 1194, 
E 1195  and  E  1196  (Environmental  Up¬ 
date),  Feb.,  13 

Guidance  Regarding  Data  from  Labora¬ 
tory  Scale  Fate  Microcosms  (Environ¬ 
mental  Update),  )une,  8 
E47.07  on  Biostatistics: 

Announces  New  Activities,  Dec.,  16 
E47.08  on  Biological  Field  Testing: 
Develops  Three  Standards;  E  1197, 
E 1198,  and  E 1200  (Environmental  Up¬ 
date),  April,  6 

Summary  of  Current  Activities,  Sept.,  14 
E47.il  on  Plant  Toxicity: 

Organizational  Meeting  Held  and  Objec¬ 
tives  Formed  (Environmental  Update), 
April,  6 

ASTM  Committee  E-48  on  Biotechnology: 

Elects  G.  L.  Eitel,  )r.  Chairman,  Aug.,  72 
ASTM  Committee  E-49  on  Computerization  of 
Material  Property  Data; 

Elects ).  R.  Rumble,  )r.  Chairman,  Aug.,  72 
First  International  Symposium  Held  on 
Computerization  and  Networking  of  Ma¬ 
terials  Property  Data,  Feb.,  19 
Military  Handbook  17  “Polymer-Matrix 
Composites”  Revised  (National  Upate), 
April,  11 

Organizes  Nonmetallic  Material  Reporting 
Groups,  )uly,  17 

ASTM  Committee  F-1  on  Electronics: 

Optical  Communication  (Scace),  Sept.,  30 
FOl.03  on  Metallic  Materials: 

Standards  for  Platinum,  Chromium,  and 
Silver  (ASTM  Update),  Dec.,  4 
F01.15  on  Gallium  Arsenide: 

Developing  Standards  on  Gallium  Arse¬ 
nide,  Nov.,  19 

ASTM  Committee  F-2  on  Flexible  Barrier  Mate¬ 
rials: 

Elects  M.  L.  Troedel  Chairman,  Aug.,  72 
Microwave  Extraction  Protocol,  Sept.,  14 
Not  )ust  Borscht,  Potatoes,  and  Black  Bread 
(Inside  SN),  March,  1 

To  F-2,  Flexibility  Means  Thinking  of  Both 
Barrier  and  Application,  )an.,  16 
Where’s  the  Fizz  (Standard  Profile),  )uly ,  21 
F02.30  on  Test  Methods: 

F  1115,  Test  Method  for  Determining  the 
Carbon  Dioxide  Loss  of  Beverage  Con¬ 
tainers  (Standard  Profile),  )uly,  21 
F02.40  on  Retortable  Pouches  and  Related 
Packages: 

Aseptic  Packaging  (Henyon),  March,  40 
F02.60  on  Medical  Packaging: 

Medical  Package  Seal  |F  1140)  (Standard 
Profile),  Sept.,  22 
ASTM  Committee  F-3  on  Gaskets: 

Presents  Award  of  Merit  to  R.  W.  Steven¬ 
son,  Aug.,  69 


ASTM  Conunittee  F-4  on  Medical  and  Surgical 
Materials  and  Devii:es: 

Crevice  Polarization  Corrosion  Test  Method 
Development  by  Corrosion  of  Porous 
Metals  Section  (ASTM  Update),  Feb.,  6 
F  451,  Specification  for  Acrylic  Bone  Ce¬ 
ment,  Revised  to  Include  Four-Point 
Bend  Test  (ASTM  Update),  )an.,  6 
Participants  for  Implant  Material  Activity 
Needed  (ASTM  Update),  Oct.,  8 
Presents  Award  of  Merit  to  S.  A.  Brown, 
Oct.,  72 

Puncture  Resistant  Containers  for  Dispos¬ 
ing  Hospital  Wastes  Subject  of  Organiza¬ 
tional  Meeting  (ASTM  Update),  April,  8 
ASTM  Committee  F-S  on  Business  Copy  Prod¬ 
ucts: 

F05.02  on  Inked  Ribbons  and  Carbon  Paper: 
Standards  Developed  on  Correctable 
Film  Ribbons  and  Character  Yield 
(ASTM  Ujidate),  April,  9 
F05.06  on  Caibonless  Copy  Paper: 

Thermal  Paper  Test  Methods,  Sept.,  14 
ASTM  Committee  F-6  on  Resilient  Floor  Cover¬ 
ings: 

Presents  Award  of  Merit  to  W.  E.  Irwin, 
Aug.,  69 

F06.80  on  Specifications: 

F 1066,  Specification  for  Vinyl  Composi¬ 
tion  Floor  Tile,  Nov.,  18 
ASTM  Committee  F-7  on  Aerospace  and  Air¬ 
craft: 

F07.08  on  Transparent  Enclosures  and  Ma¬ 
terials: 

Coating  Adhesion  Task  Group  Estab¬ 
lished  (ASTM  Update),  April,  8 
ASTM  Committee  F-8  on  Sports  Equipment  and 
Facilities: 

Standards  for  Sports  Equipment  and  Facili¬ 
ties  (Schindler),  Aug.,  24 
Symposium  on  Characteristics  and  Safety 
of  Playing  Surfaces  (Artificial  and  Natu¬ 
ral)  for  Field  Sports,  March,  20  and  Oct., 
14 

F08.52  on  Playing  Surfaces  and  Facilities: 
Aerobic  Surfaces  Considered  (ASTM  Up¬ 
date),  Nov.,  6 
F08.55  on  Padding  (Body): 

Padding  System  Task  Group  Developing 
Test  Method  for  Shock-Absorbing 
Properties  (ASTM  Update),  Aug.,  8 
ASTM  Committee  F-9  on  Tires: 

Program  on  High  Performance  Tires  (ASTM 
Update),  Sept.,  6 
F09.10  on  Structural  Integrity: 
Non-Destructive  Tire  Examination  Ho¬ 
lography  Task  Croup  Organized 
(ASTM  Update),  Aug.,  8 
ASTM  Committee  F-10  On  Food: 

Committee  F-10  on  Food  (Schindler), 
March,  28 

New  Directions  for  F-10  (In  My  Opinion), 
March,  10 

Not  )ust  Borscht,  Potatoes,  and  Black  Bread 
(Inside  SN),  March,  1 
Public  Perception  of  Pesticide  Risk  ((ones), 
March,  48 

FlO.Ol  on  Meat  and  Poultry: 

Commercial  Practice  in  the  Meat  and 
Poultry  Industry  (Olson),  March,  34 
ASTM  Committee  F-12  on  Security  Systems  and 
Equipment: 

Presents  Award  of  Merit  to  ).  P.  Battema, 
Sept.,  64 

Task  Groups  Work  on  a  Number  of  Activi¬ 
ties  (ASTM  Update),  )an.,  6 


Workshop  on  Nondestructive  Testing  of 
Mismarked,  Substandard,  and  Counter¬ 
feit  Fasteners  and  Materials  (A-1,  E-7, 
F-12,  and  F-16),  May,  27 
F12.80  on  Protective  Containment  Struc¬ 
tures: 

Choosing  a  Storage  Vault?  (F  1090), 
March,  18 

ASTM  Conunittee  F-14  on  Fences: 

F14.15  on  Alternate  Fencing  Systems: 

What  Kinds  of  Good  Fences  Make  Good 
Neighbors?,  March,  13 

ASTM  Committee  F-15  on  Consumer  Products: 

F  1151,  Specification  for  Wallcovering, 
Oct.,  14 

It’s  Not  the  Same  Old  Can .  .  .  [F  976]  (Stan¬ 
dard  Prorde),  March,  26 
Kerosine  Cans  and  Baby  Pacifiers?  (Win- 
free),  Aug.,  36 

Nominees  Solicited  for  Margaret  Dana 
Award,  Aug.,  66 

Organizational  Meeting  on  Lawn  Darts 
Standards  (ASTM  Update),  March,  11 
Pool,  Spa,  and  Hot  Tub  Cover  Task  Group 
Works  on  Performance  Standard  (ASTM 
Update),  April,  8 

Presents  Dana  Award  to  P.  E.  Bott,  Sept.,  61 
F15.09  on  Home  Playground  Equipment: 
New  Activity  on  Public  Playground 
Equipment  (ASTM  Update),  March,  11 
F15.28  on  Covers  for  Pools,  Spas,  and  Hot 
Tubs; 

Development  of  Performance  Standard, 
Aug.,  19 

F15.29  on  Playground  Equipment  for  Pub¬ 
lic  Use: 

New  Subcommittee  Organized,  Aug.,  16 
ASTM  Committee  F-16  on  Fasteners: 

Counterfeit  Fasteners — We  Should  Be  Do¬ 
ing  More  (Berger),  Nov.,  4 
Workshop  on  Nondestructive  Testing  of 
Mismarked,  Substandard,  and  Counter¬ 
feit  Fasteners  and  Materials  (A-1,  E-7, 
F-12,  and  F-16),  May,  27 
ASTM  Committee  F-17  on  Plastic  Piping  Sys¬ 
tems: 

Elects  L.  C.  Bradbury  Chairman,  Aug.,  72 
Presents  Award  of  Merit  to  I.  K.  DeBlieu, 
Aug.,  69 

Presents  Award  of  Merit  to  S.  A.  Mruk, 
Sept.,  64 

ASTM  Committee  F-18  on  Electrical  Protec:tive 
Equipment  for  Workers: 

ASTM  Standards  /or  Electrical  Protective 
Equipment  for  Workers,  Seventh  Edition, 
Available  (ASTM  Update),  Dec.,  4 
Elects  E.  G.  Kinal  Chairman,  Aug.,  72 
F  1116  and  F  1117  Cover  Electrical  Protec¬ 
tive  Equipment,  )une,  17 
Highlights  of  Activities  on  Electrical 
Worker  Safety,  )uly,  18 
Specification  for  Hydraulic  Oil  Used  in 
Electrical  Worker’s  Equipment  (ASTM 
Update)  )uly,  4 

F18.40  on  Personal  Equipment: 

F18.40.07  on  Flame  Resistant  Clothing 
for  Electrical  Workers: 

Electrical  Arc  Testing  Determines 
Flame  Resistance,  )an.,  18 
ASTM  Committee  F-20  on  Hazardous  Sub¬ 
stances  and  Oil  Spill  Response: 

New  Task  Group  on  Using  Membrane  Units 
Formed  (ASTM  Update),  )an.,  6 
ASTM  Committee  F-21  on  Filtration: 

New  HEPA  Filter  Test  Task  Group  Formed 
(Environmental  Update),  April,  6 
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New  Task  Group  on  Latex  Beads  and  Water 
(ASTM  Update).  Oct.,  8 
ASTM  Committee  F-23  on  Protective  Qothing: 
Presents  Award  of  Merit  to  A.  D.  Schwope, 
Oct.,  72 

Symposium  on  Protective  Clothing:  Chemi¬ 
cal  Protective  Clothing  Performance  in 
Chemical  Energy  Response,  Nov.,  23 
ASTM  Committee  F-24  on  Amusement  Rides 
and  Devices: 

American  Amusement  Parks  (Hutton), 
Aug.,  42 

Standards  for  Amusement  Rides  (Standard 
Profile),  Aug.,  45 

ASTM  Committee  F-2S  on  Shipbuilding; 

Presents  Haas  Award  to  Bart  Walsh,  )uly ,  53 
F25.02  on  Coatings; 

Status  of  Proposed  Specifications  to  Be 
Discussed  (ASTM  Update),  March,  11 
ASTM  Committee  F-26  on  Food  Service  Equip¬ 
ment: 

F26.01  on  Cleaning  and  Sanitation  Equip¬ 
ment: 

Mechanically  Washing  Dishes  [F  857] 
(Standard  Profile),  Oct.,  26 
F26.02  on  Cooking  and  Warming  Equip¬ 
ment: 

Develops  Three  Specifications  on  Steam 
Cookers,  Gas  Griddles,  and  Electric 
Griddles  (ASTM  Update),  April,  9 
F26.06  on  Pr^uctivity  and  Energy  Proto¬ 
col: 

Test  for  Evaluating  Energy  Efficiency  of 
Griddles  Nears  Completion,  Dec.,  16 
ASTM  Committee  F-27  on  Snow  Skiing: 

Elects  L.  R.  Young  Chairman,  )uly,  58 
Presents  Award  of  Merit  to  E.  Bahniuk, 
Aug.,  69 

F27.85  on  Snowboarding: 

Snowboard  Manufacturers  Sought  for 
Standards  Work,  Dec.,  18 
F  1107,  Standard  Terminology  Relating 
to  Snowboarding,  Dec.,  16 
ASTM  Committee  F-28  on  Robotic  Systems; 

Buying  a  Robot  (Saari),  Sept.,  46 
ASTM  Committee  F-29  on  Anesthetic  and  Re¬ 
spiratory  Equipment: 

Anesthesia;  Safety  Through  Vigilance  (Go¬ 
dinez),  Aug.,  30 

ASTM  Committee  F-30  on  Emergency  Medical 
Services  (EMS): 

ASTM-EMS  Connection:  A  Productive, 
Healthy  Relationship,  Nov.,  15 
Is  There  a  Doctor  in  the  House?  (People), 
Sept.,  80 

F30.03  on  Organization/Management: 

F  1149,  Practice  for  Qualifications,  Re¬ 
sponsibilities,  and  Authority  of  Indi¬ 
viduals  and  Institutions  Providing 
Medical  Direction  of  Emergency  Medi¬ 
cal  Services,  Nov.,  11 
F30.30.02  on  Structures  and  Responsibli- 
ties: 

Emergency  Medical  Services  Outlined  in 
New  Standard,  Feb.,  14 
ASTM  Committee  F-31  on  Health  Care  Serv¬ 
ices: 

F31.01  on  Institutional  Long  Term  Health 
Care: 

Undertakes  Patient  Transfer  Standard, 
Sept.,  14 

ASTM  Committee  F-32  on  Search  and  Rescue: 
Organizational  Meeting  Planned  on  Search 
and  Rescue,  Feb.,  16 
Organizes  (ASTM  Update),  )une,  6 
New  Subcommittees  Meet: 


F32.01  Through  F32.07  Hold  March 
Meeting,  )uly,  14 

ASTM  Committee  G-1  on  Corrosion  of  Metals: 
Anode  Material  Manufacturers  Requested 
to  Participate  in  New  Activity  (ASTM  Up¬ 
date),  April,  8 

Evaluation  of  Impressed  Current  Anode 
Materials,  Sept.,  6 

Presents  Sam  Tour  Award  to  ].  D.  Kellner, 
P.  E.  Francis,  and  A.  D.  Mercer,  Feb.,  69 
Publishes  G  92,  Practice  for  Characteriza¬ 
tion  of  Atmospheric  Test  Sites  (ASTM 
Update),  Feb.,  6 

Symposium  on  Natural  Waters,  June,  26 
Symposium  on  Corrosion  Rates  of  Steel  in 
Concrete  (G-1  and  C-9),  March,  23 
Symposium  on  Ohmic  Electrolyte  Resis¬ 
tance  Measurement  and  Compensation, 
March,  21 

G01.05  on  Laboratory  Corrosion  Tests: 

New  Metals  Corrosion  Activity  Organ¬ 
ized,  June,  20 

GOl.09  on  Corrosion  in  Natural  Waters: 
Interest  Explored  for  Standard  on  Testing 
Aluminum,  Magnesium,  or  Zinc  Sacri¬ 
ficial  Anodes  in  Potable  Waters  (ASTM 
Update),  March,  11 

ASTM  Corrunittee  G-2  on  Wear  and  Erosion: 
Elects  R.  G.  Bayer  Chairman,  July,  55 
Workshop  on  Cavitation  Erosion  Testing, 
May,  22 

Workshop  on  Computer  Utilization  in  Tri¬ 
bology,  Aug.,  21 

G02.10  on  Erosion  by  Solids  and  Liquids: 
New  Task  Group  Established  to  Revise 
G  32  (ASTM  Update),  April,  8 
G02.40  on  Non- Abrasive  Wear; 

Ceramic  Wear  Measurement  Task  Group 
Established  (ASTM  Update),  Aug.,  8 
ASTM  Committee  G-3  on  Durability  of  Nonmet- 
allic  Materials: 

Presents  Award  of  Merit  to).  L.  Scott,  Aug., 
69 

ASTM  Committee  G-4  on  Compatibility  and 
Sensitivity  of  Materials  in  Oxygen  Enriched 
Atmospheres: 

Clean  Oxygen  Systems  (G  93),  Jan.,  19 
Symposium  on  Flammability  and  Sensitiv¬ 
ity  of  Oxygen-Enriched  Atmospheres, 
Nov.,  23 

G04.02  on  Recommended  Practices; 
Standard  Guides  in  Choice  of  Metals  for 
Oxygen  Service  (G  94),  Jan.,  29 
ASTM  Committee  on  Publications  (COP): 

Why  does  it  take  so  long  to  publish  an  STP? 
(Shop  Talk),  Dec.,  25 
ASTM  Committee  on  Terminology  (COT): 

New  Form  and  Style  Guide  (Part  E)  Com¬ 
pleted,  Aug.,  50 

Presents  Award  of  Merit  to  N.  M.  Trahey, 
Jan.,  76 

Reinhart  Award  Nominations  Sought,  Dec. , 
71 

see  Terminology  Update 
ASTM  Institute  for  Standards  Research  (ISR): 
Board  of  Trustees  Approved  (ASTM  Up¬ 
date)  July,  5 

Board  Members  and  Executive  Director 
Named,  Oct.,  67 

ASTM  Ninety  Year  Anniversary; 
see  ASTM 

ASTM  Publications: 

ASTM  Fire  Test  Standards,  2nd  Edition 
Available  (ASTM  Update),  April,  9 
Geotechnical  Testing  Journal: 

Tenth  Anniversary  of  Publication  (ASTM 


Update),  Aug.,  9 

ASTM  Standard  Performance  Specifica¬ 
tions  for  Textile  Fabrics,  2nd  Edition 
Available  (ASTM  Update),  Aug.,  9 
ASTM  Standards  and  Literature  References 
for  Composite  Materials; 

High  Modulus  Fibers  and  Reinforced 
Composite  Materials  Standards  In¬ 
cluded  (ASTM  Update),  Feb.,  6 
ASTM  Standards  Catalog  Available  (ASTM 
Update),  March,  11 

ASTM  Standards  for  Electrical  Protective 
Equipment  for  Workers,  Seventh  Edition 
Available  (ASTM  Update),  Dec.,  4 
ASTM  Standards  on  Amusement  Rides  and 
Devices; 

Second  Edition  Contains  Recent  Version 
of  Six  Standards  (ASTM  Update),  Feb., 

6 

ASTM  Standards  on  Computerized  Sys¬ 
tems  Available  (ASTM  Update),  Sept.,  6 
ASTM  Standards  on  Sensory  Evaluation  of 
Materials  and  Products  Available,  Aug., 
22 

ASTM  Standards  on  Surface  Analysis 
(ASTM  Update),  May,  6 
Compilation  of  ASTM  Standard  Defini¬ 
tions  (Terminology  Update),  June,  IQ 
Journal  of  Forensic  Sciences; 
Comprehensive  Index  to  the  Journal  of 
Forensic  Sciences  Available  (ASTM 
Update),  Jan.,  6 

Journal  of  Testing  and  Evaluation: 

Award  to  Recognize  Outstanding  Journal 
Paper,  June,  20 

1988  Annual  Book  of  ASTM  Standards: 
Increases  Volumes  from  66  to  67  with 
Vol.  14.03,  Temperature  Measurement 
(ASTM  Update),  Jan.,  6 
1987  ASTM  Annual  Report  Available 
(ASTM  Update),  June,  6 
Selected  ASTM  General  Use  Standards  on 
Water  Available  (Environmental  Up¬ 
date),  Feb.,  12 

Special  Technical  Publications  (STPs); 
Why  Does  it  Take  so  Long  to  Publish  an 
STP  (Shop  Talk),  Dec.,  25 
Standardization  News  (SN): 

SN  Ads  Over  the  Years,  June,  82 
see  Inside  SN 

STP  971— Aquatic  Toxicology  and  Hazard 
Assessment;  10th  Volume  Available  (En¬ 
vironmental  Update),  April,  6 
STP  957 — Sampling  and  Calibration  for  At¬ 
mospheric  Measurements  Available  (En¬ 
vironmental  Update),  Feb.,  13 
STP  976 — Chemical  and  Biological  Charac¬ 
terization  of  Municipal  Sludges,  Sedi¬ 
ments,  Dredge  Spoils,  and  DrillingMuds: 
State  of  the  Art  in  Sampling  and  Analyti¬ 
cal  Methods  for  Sludges  and  Other  Sol¬ 
ids  (Environmental  Update),  Aug.,  11 
ASTM  Staff; 

Staff  Manager,  Jim  Dwyer,  Retires  (People), 
July,  72 

ASTM  Standards: 

In  the  Courtroom; 
see  ASTM  Committee  E-40 
see  Standard  Profile 
ASTM  Standards  Technology  Training: 

Request  for  Proposals;  Standards  Technol¬ 
ogy  Training  (Shop  Talk),  Feb.,  27 
ASTM  Symposia: 

Aquatic  Toxicology  and  Hazard  Assess¬ 
ment,  12th  Symposium  (E-47),  Jan.,  27 
Aquatic  Toxicology  and  Risk  Assessment, 
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13th  Symposium  (E-47)  Dec.,  22 
Automotive  and  Industrial  Composites 
(D-30),  Nov.,  23 

Building  Deck  Waterproofing  (C-24),  Sept., 
14 

Carbonate  Additions  to  Cement  (C-1),  May, 
27 

Characteristics  and  Safety  of  Playing  Sur¬ 
faces  (Artificial  and  Natural)  for  Field 
Sports  (F-8),  March,  20 
Computerization  and  Networking  of  Mate¬ 
rials  Property  Data,  First  International 
(E-49),  Feb.,  19 

Corrosion  Rates  of  Steel  in  Concrete  (C-9 
and  G-1),  March,  23 

Dynamic  Modulus  Measurements  (E-28), 
Dec.,  20 

Effects  of  Radiation  on  Materials,  14th  In¬ 
ternational  (E-10),  May,  28 
Evaluation  and  Techniques  in  Fractogra- 
phy  (E-9  and  E-24),  May,  26 
Flammability  and  Sensitivity  of  Oxygen- 
Enriched  Atmospheres  (D-30],  Nov.,  23 
Future  Fuels  for  General  Aviation  Intermit¬ 
tent  Combustion  Engines  (D-2),  )an.,  26 
Geotechnical  Aspects  of  Ocean  Waste  Dis¬ 
posal  (D-18),  Nov.,  21 
Halogenated  Solvents  Technology — A 
Look  to  the  Future  (D-26),  April,  25 
Hazard  Communication  II:  Material  Safety 
Data  Sheets  Are  a  Communication  Tool 
(E-34),  )an.,  26 

High  Temperature,  High  Shear  Oil  Viscos¬ 
ity;  Measurement  and  Relationship  to  En¬ 
gine  Operation  (D-2),  Nov.,  21 
Metal  Matrix  Composites:  Testing,  Analy¬ 
sis,  and  Failure  (D-30  and  NASA),  March, 
20 

Microstructure  and  Performance  of  Geosy¬ 
nthetics  (D-35),  Oct.,  22 
Natural  Waters  (G-1),  )une,  26 
Nondestructive  Testing  of  Pavements  and 
Backcaiculation  of  Moduli  (D-18  and 
D-4),  Feb.,  24 

Ohmic  Electrolyte  Resistance  Measurement 
and  Compensation  (G-1),  March,  21 
Overall  Facility  Performance;  Use,  Opera¬ 
tion,  and  Cost  (E-6),  Aug.,  20 
Preparation  and  Characterization  of  Cata¬ 
lysts  (D-32),  April,  26 
Product  Testing  With  Consumers  for  Re¬ 
search  Guidance  (E-18),  April,  24 
Protective  Clothing:  Chemical  Protective 
Clothing  Performance  in  Chemical  En¬ 
ergy  Response  (F-23),  Nov.,  23 
Science  and  Technology  of  Glazing  Sys¬ 
tems  (C-24),  Jan.,  27 

Surface  Characteristics,  First  International 
(E-17),  )an.,  24 

Surface  Crack  Growth;  Models,  Experi¬ 
ments  and  Structures  (E-24),  ]an.,  25 
Thermal  and  Mechanical  Behavior  of  Ce¬ 
ramic  and  Metal  Matrix  Composites  (D-30 
and  E-24),  Oct.,  22 

21st  National  Symposium  on  Fracture  Me¬ 
chanics  (E-24),  April,  24 
Zirconium  (B-10),  March,  23 
ASTM  Workshops: 

Cavitation  Erosion  Workshop  Held  (Hey- 
man).  May,  22 

Noncontacting  Sensors  (E-9),  April,  24 
Nondestructive  Testing  of  Mismarked,  Sub¬ 
standard,  and  Counterfeit  Fasteners  and 
Materials  (A-1,  E-7,  F-12,  and  F-16),  May, 
27 

Atmospheres,  Compatibility  and  Sensitivity  of 
Oxygen  Enriched: 


see  ASTM  Committee  G-4 

Atmospheres,  Sampling  and  Analysis: 
see  ASTM  Committee  D-22 

Australian  Organization  for  Quality  Control 

(AOQC): 

Quality  Practices,  Procedures,  and  Atti¬ 
tudes  in  New  South  Wales — Small-Me¬ 
dium  Manufacturing  Plants  (Interna¬ 
tional  Update),  July,  8 

Awards: 

ASTM  Award  of  Achievement  Given  to  L.  J. 

Painter  by  D-2,  June,  86 
Awards  of  Merit,  Jan.,  74;  Feb.,  75;  March, 
69;  lune,  85;  )uly,  53;  Aug.,  69;  Sept.,  64; 
Oct.,  72;  Nov.,  80 

Briggs  Award  Given  to  D.  L.  Conn  and  T.  L. 

Bailey  by  E-7,  June,  86 
Cavanaugh  Memorial  Award; 

Given  to  A.  I.  Johnson,  )une,  86 
S.  D.  Andrews  and  L.  S.  Crane  1988  Re¬ 
cipients,  Dec.,  71 

Copper  Club  Award  Given  to  G.  M.  Kralik 
by  B-5,  March,  70 

Dana  Award  Given  to  P.  E.  Bott  by  F-15, 
Sept.,  61 

Dana  Award  Nominees  Solicited,  Aug.,  66 
DeWitt  Smith  Award  Given  to  N.  J.  Abbott 
by  D-13,  March,  70 

Fracture  Mechanics  Award  Given  to  G.  R. 

Irwin  by  E-24,  Feb.,  69 
Gardner  Award  Given  to  Stanley  LeSota  by 
D-1,  Jan.,  73 

Glenn  Award  Given  to  D.  M.  Mason  by  D-5, 
June,  86 

Green  Award  Given  to  R.  B.  Endress  by 
D-15,  Feb.,  71 

Haas  Award  Given  to  Bart  Walsh  by  F-25, 
July,  53 

Hecht  Award  Given  to  R.  E.  White  by  D-19, 
Nov.,  78 

Hogentogler  Award  Given  to  Chaney  and 
Fang  by  D-18,  Oct.,  69 
Lundell-Bright  Award  Given  to  F.  A.  Blair 
by  E-3,  Jan.,  70 

Markwardt  Award  Given  to  E.  G.  King,  Jr. 
by  D-7,  Feb.,  70 

Norton  Memorial  Scholarship  Award  Given 
to  L.  S.  Steele  by  E-4,  March,  70 
Ogden  Award  Given  to  H.  B.  Bomberger  by 
B-10,  Feb.,  69 

Plastics  Award  Given  to  A.  H.  Landrock  by 
D-20,  Oct.,  69 

Prevost  Hubbard  Award  Given  to  V.  P.  Puzi- 
nauskas,  March,  70 

Reinhart  Award  Nominations  Sought,  Dec. , 
71 

Scott  Award  Given  to  W.  T.  Starr  by  D-9, 
July,  53 

Scribner  Award  Given  to  C.  L.  Maul  by  E-2, 
Feb.,  69 

Shelburne  Award  Given  to  W.  B.  Horne  by 
E-17,  March,  70 

Task  Group  Chairman  of  the  Year  Award 
Given  to  J.  F.  Price  by  D-1,  Aug.,  66 
Thompson  Award  Given  to  R.  C. 
Meininger,  R.  D.  Gaynor,  and  T.  S.  Khan 
byC-9,  Jan.,  73 

Tour  Award  Given  to  J.  D.  Kellner,  P.  E. 

Francis,  and  A.  D.  Mercer  by  G-1,  Feb.,  69 
Voss  Award  Given  to  W.  H.  Gumpertz  by 
D-8,  Jan.,  73 

Voss  Award  Nominations  Requested, 
April,  74 

- B - 

Bahniuk,  Eugene: 


Receives  Award  of  Merit  from  F-27,  Aug., 
69 

Bailey,  T.  L.: 

Receives  Briggs  Award  from  E-7,  June,  86 
Baldrige,  Malcolm: 

Malcolm  Baldrige  National  Quality  Award 
Established  (National  Update),  March,  8 
Bard, ).  A.: 

Receives  Award  of  Merit  from  E-20,  Sept., 
64 

Bama,  G.  L.: 

Receives  Award  of  Merit  from  C-8,  Jan.,  74 
Barnhart,  Robert: 

Different  Vantage  Point  (People),  April,  88 
Barron,  L.  A.: 

Receives  Award  of  Merit  from  E-5,  Oct.,  72 

Batik,  Albert: 

Standards:  The  Next  Best  Thing  to  Sliced 
White  Bread  (People),  Nov.,  96 
Battaglini,  G.  T.: 

Receives  Award  of  Merit  from  D-12,  March, 
69 

Battema,  J.  P.: 

Receives  Award  of  Merit  from  F-12,  Sept., 
64 

Bayer,  R.  G.: 

Elected  Chairman  of  Committee  G-2,  July, 
55 

Beckman  Instruments,  Inc.: 

Donates  Lab  Instrumentation  to  Help 
Chernobyl  Victims  (International  Up¬ 
date),  May,  11 
Berger,  Harold: 

Receives  Award  of  Merit  from  E-7,  Nov.,  80 
Biological  Effects  and  Environmental  Fate: 

see  ASTM  Committee  E-47 
Biotechnology: 

National  Biotechnology  Policy  Center 
Formed  by  National  Wildlife  Center  (En¬ 
vironmental  Update),  April,  6 
see  ASTM  Committee  E-48 
Bituminous  Materials: 

see  ASTM  Committee  D-8 
Blair,  F.  A.: 

Receives  Lundell-Bright  Award  from  E-3, 
Jan.,  70 

Bomberger,  H.  B.: 

Receives  Ogden  Award  from  B-10,  Feb.,  69 
Bott,  P.  E.: 

Receives  Dana  Award  from  F-15,  Sept.,  61 
Bradbury,  L.  C.: 

Elected  Chairman  of  Committee  F-17,  Aug., 
72 

Britain’s  Department  of  Health  and  Social  Se¬ 
curity  (DHSS): 

DHSS  and  FDA  Sign  Medical  Devices  In¬ 
spection  Agreement  (International  Up¬ 
date),  Jan.,  8 

British  Plumbing  Fittings  Manufacturers’ 
Assn.  (BPFMA): 

Assn.  Formed  (International  Update), 
Sept.,  13 

British  Standards  Institution  (BSI): 

BS  4285  Microbiological  Examination  for 
Dairy  Purposes  Published  (International 
Update),  March,  12 

Ergonomics— Standards  and  Guidelines  for 
Designers  Published  (International  Up¬ 
date),  Jan.,  9 
Brown,  S.  A.: 

Receives  Award  of  Merit  from  F-4.  Oct.,  72 
Building  Construction  Performance: 

see  ASTM  Committee  E-6 
Building  Seals  and  Sealants: 

see  ASTM  Committee  C-24 
Building  Thermal  Envelope  Coordinating 
Council  (BTECC): 
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Research  Coordinating  Committees  (RCCs) 
Meetings  Scheduled  (National  Update) 
Nov.,  11 

Bureau  of  Indian  Standards; 

Standardization  in  India  (Paramesvar  and 
Raghupathy),  Aug.,  46 
Business  Copy  Products: 

see  AS1M  Committee  F-5 
Butler,  B.  J.: 

Receives  Award  of  Merit  from  E-35,  Feh.,  75 


- c - 

California  Air  Resources  Board  (ARB): 

Ongoing  Toxic  Air  Contaminant  Monitor¬ 
ing  in  the  United  States  (Environmental 
Update),  Aug.,  11 

California  Department  of  Health  Services 
(DHS): 

“Swurity  Guards,  Uniformed”  Published 
(International  Update),  March,  12 
Seeks  Strategies  to  Reduce  Hazardous 
Wastes  (National  Update),  (an.,  14 
Canadian  Academy  of  Engineering: 

Forms  to  Supplement  Work  of  Existing  Ca¬ 
nadian  Engineering  Societies  (Interna¬ 
tional  Update),  May,  11 
Canadian  (general  Standards  Board  (CGSB): 
CGSB  Wolochow  Award  Paper,  Small  Busi¬ 
ness  Participation  in  ASTM,  Part  II 
(Lieff),  )an.,  56 
(Cannon,  R.  E.: 

Receives  Award  of  Merit  from  D-2,  Oct.,  72 
Carbon  Black: 

see  ASTM  Committee  D-24 
Carnegie  Mellon  Univ.: 

Center  for  Companies  Dealing  with  Health 
and  Safety  Hazards  Established  (National 
Update),  )an.,  14 
Catalysts: 

see  ASTM  Committee  D-32 

Oment: 

see  ASTM  Committee  C-1 
Ceramics: 

see  ASTM  Committees  C-21  and  C-28 
Chaney,  R.  C.: 

Receives  Hogentogler  Award  from  D-18, 
Oct.,  69 
Chehna,  A.  B.: 

Elected  Chairman  of  D-13,  Aug.,  72 
Chemical  Analysis  of  Metals: 

see  ASTM  Committee  E-3 
Chemical-Resistant  Nonmetallic  Materials: 

see  ASTM  Committee  C-3 
Chromatography : 

see  ASTM  Committee  E-19 
Coal: 

see  ASTM  Committee  D-5 
Coatings,  Metallic  and  Inorganic: 

see  ASTM  Committee  B-8 
Coke: 

see  ASTM  Committee  D-5 

Composites: 

see  ASTM  Committee  D-30 
Compatibility  and  Sensitivity  of  Materials  in 
Oxygen  Enriched  Atmospheres: 
see  ASTM  Committee  G-4 
Computer  Security  Act: 

Signed  by  President  Reagan  Gives  NBS  Re¬ 
sponsibility  for  Standards  for  Informa¬ 
tion  in  Federal  Computer  Systems  (Na¬ 
tional  Update),  April,  11 
Computerization  of  Material  Property  Data: 

see  ASTM  Committee  E-49 
Computerized  Systems: 

see  ASTM  Committee  E-31 


Concrete  and  Concrete  Aggregates; 

see  ASTM  Committee  C-9 
Concrete  Pipe: 

see  ASTM  Committee  C-1 3 
Conferences: 

Adoption  of  Non-Govemment  Standards: 
An  Equal  Partner  Approach  (DOD, 
ASTM,  SAE,  AIA,  EIA,  and  ANSI),  Feb., 
22 

Conn,  D,  L.: 

Receives  Briggs  Award  from  E-7,  June,  86 
Construction  Sciences  Research  Foundation 
(CSRF): 

Computer  Stored  Database  of  International 
Construction  Standards  Considered  (In¬ 
ternational  Update),  Sept.,  12 
Research  Program  for  Database  of  Interna¬ 
tional  Standards  (National  Update),  Oct., 
4 

Consumer  Products: 

see  ASTM  Committee  F-15 
Construction  Specifications  Institute  (CSI): 
ASTM  to  Exhibit  at  CSI  23rd  Armual  Con¬ 
vention  and  Exhibit,  May,  21 
Conway, ).  T.: 

Receives  Award  of  Merit  from  C-12,  Nov., 
80 

Copper  and  Copper  Alloys: 

see  ASTM  Committee  B-5 
Corrosion: 

see  ASTM  Committee  G-1 
Council  for  Health  and  Environment  Safety  of 
SoU  (CHESS): 

Formed  to  Develop  Safe  Standards  for  Soil 
Contaminants  (National  Update),  March, 
9 

Courtroom  and  ASTM  Standards: 

see  ASTM  Committee  E-40 
Crane,  L.  S.; 

Recipient  of  1988  Cavanaugh  Memorial 
Award,  Dec.,  71 

Criteria  for  the  Evaluation  of  Testing  and  In¬ 
spection  Agencies: 

see  ASTM  Committee  E-36 


- D - 

Daman,  E.  L.: 

Named  President  of  American  Society  of 
Mechanical  Engineers  (ASME)  (National 
Update),  )uly,  11 
DeBlieu,  I.  K.: 

Receives  Award  of  Merit  from  F-17,  Aug., 
69 

Deep  Foundations  Institute  Construction 
Roundtable  (DFICR): 

The  100  Day  Document  (Loftus),  Feb.,  50 
Defense  Industrial  Supply  Center  (DISC): 

Contracts  with  A2I4A  for  Development  of 
A2LA  Accreditation  Program  for  Metals 
Testing  (National  Update),  Feb.,  8 
Department  of  Commerce: 

see  U.S.  Department  of  Commerce 
Department  of  Defense  (DOD): 

see  U.S.  Department  of  Defense 
Department  of  Trade  and  Indus^  (DTI)  of  Brit¬ 
ain: 

White  Paper  on  Emphasis  on  Standards  and 
Quality  Assurance  (International  Up¬ 
date),  Nov.,  8 

Deutsches  Institut  fttr  Normung  (DIN): 

Helmut  Reihlen,  Director,  Elected  Vice- 
President  of  ISO  (International  Update), 
Ian.,  8 

Interview  with  Helmut  Reihlen,  Oct.,  54 
Diekmann,  E.  F.: 


Elected  Chairman  of  D-7,  Aug.,  72 

Nominated  for  Director  of  ASTM  Board  of 
Directors,  Sept.,  58 

Direcrtory  of  Federal  Government  Certification 
Programs  (SP  739): 

Guide  to  Standards  and  Procedures  Used  in 
Federal  Certification  Programs  (National 
Update),  Aug.,  6 
Drexel  Univ.: 

Geosynthetic  Research  Institute  Estab¬ 
lished  for  Generic  Research  on  Synthetic 
Materials  (Enviroiunental  Update),  Feb., 
12 

Dunbar,  B.  I.: 

Elected  Chairman  of  E-18,  luly,  55 
Du  Pont  Company: 

Du  Font’s  “Big  Q”  (Blair),  April,  46 
Dutka,  B.  ).: 

Receives  Award  of  Merit  from  D-19,  June, 
85 

Dwyer,  Jim: 

Staff  Manager,  (im  Dwyer,  Retires  (People), 
July,  72 
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Eatherly,  W.  P.: 

Elected  Chairman  of  C-5,  Aug.,  72 
Editorials: 

see  In  My  Opinion 
see  Inside  SN 
Eitel,  G.  L.,  Jr.: 

Elected  Chairman  of  E-48,  Aug.,  72 
Electrical  Conductors: 

see  ASTM  Committee  B-1 
Electrical  and  Electronic  Insulating  Materials: 

see  ASTM  Committee  D-9 
Electrical  Insulating  Liquids  and  Gases: 

see  ASTM  Committee  D-27 
Elec:trical  Protective  Equipment  for  Workers: 

see  ASTM  Committee  F-18 
Electronics: 

see  ASTM  Committee  F-1 

Electronics  Industries  Association  of  Japan 
(EIAJ): 

Semiconductor  Outline  Committee  (EE- 13): 
First  )oint  Meeting  with  Electronics  In¬ 
dustries  Association  of  the  United 
States  (EIA)  (International  Update), 
July,  8 

Electronics  Industries  Association  of  the  United 
States  (EIA): 

JC-11  Committee  of  the  Joint  Electron  De¬ 
vices  Engineering  Council  (JEDEC): 
Standardization  of  the  Mechanical  Out¬ 
line  for  Semiconductor  Devices  (Inter¬ 
national  Update),  July,  8 
Emergency  Medical  Services  (EMS): 

see  ASTM  Committee  F-30 
Emission  Spectroscopy: 

see  ASTM  Committee  E-2 
Endress,  R.  B.: 

Receives  D.  H.  Green  Award  from  D-15, 
Feb.,  71 

Engine  Coolants: 

see  ASTM  Committee  D-IS 
Engineering: 

Nurturing  Science  and  Engineering  Talent 
Report  by  Govemment-University-Indus- 
try  Research  Roundtable  (National  Up¬ 
date),  May,  9 

Standards  in  Engineering  Education  Forum 
Cosponsored  by  SES,  ASEE,  ASTM,  and 
ANSI  (National  Update),  May,  8 
Environmental  Acoustics: 

see  ASTM  Committee  E-33 
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Environmental  Fate  and  Biological  Effects: 

see  ASTM  Committee  E-47 
Environmental  Protection  Agency  (EPA): 

see  Lf.S.  Environmental  Protection  Agency 
Epps,  A.: 

Elected  Chairman  of  Committee  D-4 
Erosion  and  Wear: 

see  ASTM  Committee  G-2 
Exterior  Insulation  and  Finish  Systems  (EIFS): 
Identifies  Priority  Areas.  Dec.,  19 
New  Activity,  Aug.,  17 

- F - 

Fang,  H.  Y.: 

Receives  Hogentogler  Award  from  D-18, 
Oct.,  69 
Fasteners: 

see  ASTM  Committee  F-16 

Fatigue: 

see  ASTM  Committee  E-9 
Federation  of  Analytical  Chemistry  and  Spec¬ 
troscopy  Societies  (FACSS): 

Symposium  on  Laser  Based  Approaches  in 
Luminescence  Spectroscopy  Co¬ 
sponsored  with  E13.06,  Aug.,  21 
Fences: 

see  ASTM  Committee  F-14 

Ferrillo,  R.  G.: 

Elected  Chairman  of  E-37,  Aug.,  72 
Receives  Award  of  Merit  from  E-37,  March, 
69 

Filtration: 

see  ASTM  Committee  F-21 
nND/SVP: 

High  Technology  Industrial  Ceramics 
Study  Shows  U.S.  Basic  Industries  Com¬ 
panies  Will  Be  at  a  Disadvantage  (Na¬ 
tional  Update),  Feb.,  8 
Fire  Fighters: 

Summary  Report — Volunteer  Fire  Fighters 
in  the  U.S. — A  Sociological  Profile  of 
America’s  Bravest  (National  Update), 
Aug.,  6 

Fire  Particle  Society  (FPS): 

To  Meet  with  E29.02  (ASTM  Update),  )une, 
6 

Fire  Standards: 

see  ASTM  Committee  E-5 
Flexible  Barrier  Materials: 

see  ASTM  Committee  F-2 
Flinchbaugh,  D.  A.: 

Receives  Award  of  Merit  from  E-2,  )an.,  74 
Floor  Coverings: 

see  ASTM  Committee  F-6 

Food: 

see  ASTM  Committee  F-10 
Food  Service  Equipment: 

see  ASTM  Committee  F-26 
Forensic  Sciences: 

Comprehensive  Index  to  the  Journal  of  Fo¬ 
rensic  Sciences  Available  (ASTM  Up¬ 
date),  Jan.,  6 
Fracture  Testing: 

see  ASTM  Committee  E-24 
France,  W.  DeWayne,  )r.: 

Reflections  on  1988:  An  interview  with  the 
chairman,  Dec.,  26 
see  ASTM  Board  of  Directors 
Francis,  P.  E.: 

Receives  Sam  Tour  Award  from  G-1,  Feb., 
69 
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Gallagher, ).  P.: 

Receives  Award  of  Merit  from  E-24,  Oct. ,  72 


Galloway,  ].  E.,  Jr.: 

Elected  Chairman  of  C-9,  Aug.,  72 
Gaseous  Fuels: 

see  ASTM  Committee  D-3 
Gas  Research  Institute  (GRI): 

Requests  NIST  Develop  Polyethylene  Refer¬ 
ence  Materials  (National  Update),  Dec., 
12 

Gaynor,  R.  D.: 

Receives  S.  E.  Thompson  Award  from  C-9, 
)an.,  73 

Geotextiles,  Geomembranes,  and  Related  Prod¬ 
ucts: 

see  ASTM  Committee  D-35 
German  Aerospace  Research  Establishment: 
Kryo  Tunnel  Begins  Operation  (Interna¬ 
tional  Update),  March,  12 
German  Institute  for  Standardization: 

see  Deutsches  Institut  far  Normung  (DIN) 
Glass  and  Glass  Products: 

see  ASTM  Committee  C-I4 
Goth,  Peter: 

Is  There  a  Doctor  in  the  House?  (People), 
Sept.,  80 

Government-University-industry  Research 
Roundtable: 

Nurturing  Science  and  Engineering  Talent 
Report  Finds  Quality  and  Quantity  of 
Technical  Personnel  a  Potential  Problem 
for  U.S.  (National  Update),  May,  9 
Greason,  D.  M.: 

Nominated  for  Chairman  of  ASTM  Board  of 
Directors,  Sept.,  58 
Grigsby,  R.  D.: 

Elected  Chairman  of  E-14,  Aug.,  72 
Grobin,  A.  W.,  )r.: 

Receives  Award  of  Merit  from  B-8,  Feb.,  75 
Gross,  Daniel: 

Receives  Award  of  Merit  from  E-5,  )an.,  75 

Ground  Water: 

Tale  of  Two  Spellings  (Terminology  Up¬ 
date),  March,  14 
Guaspari,  John: 

Standards,  Quality,  and  Whole  Wheat 
Bread  (In  My  Opinion),  Sept.,  4 
Gumpertz,  W.  H.: 

Receives  W.  C.  Voss  Award  from  D-8,  Jan., 
73 

Gypsum  and  Related  Materials: 

see  ASTM  Committee  C-1 1 
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Hagy,  Henry: 

Drummer  in  the  Band  (People),  May,  80 
Halogenated  Organic  Solvents: 

see  ASTM  Committee  D-26 
Harris,  D.  A.: 

Appointed  Acting  President  of  NIBS  (Na¬ 
tional  Update),  June,  11 
Hazardous  Substances  and  Oil  Spill  Response: 
see  ASTM  Committee  F-20 

Health  Care: 

see  ASTM  Committees  F-30  and  F-31 

Henry, ).  ).: 

Nominated  for  Director  of  ASTM  Board  of 
Directors,  Sept.,  58 

High  Modulus  Fibers  and  Their  Composites: 

see  ASTM  Committee  D-30 
Hilberry,  B.  M.: 

Elected  Chairman  of  E-9,  Aug.,  72 
Hodgson,  G.  M.: 

Elected  Chairman  of  D-6,  Aug.,  72 
Hommell,  C.  O.: 

Receives  Award  of  Merit  from  D-22,  Oct., 
72 

Home,  W.  B.: 


Receives  Shelburne  Award  from  E-17, 
March,  70 
Hudecki,  Norm: 

Motor  Oil  Answerman  (People),  Jan.,  88 
Human  Factors  Society  (HF^): 

Developed  Standard  for  Comfort  and  Effi¬ 
ciency  of  Visual  Display  Terminal  (VDTJ 
Users  (ANSI/HFS  100-1988)  (National 
Update),  Oct.,  4 

Hydronic  Radiant  Heating  Assn.  (HRHA): 
Formed  (National  Update),  March,  8 

- 1 - 

In  My  Opinion: 

ASTM  Challenge  of  the  Future 
(Markwardt),  June,  4 

Consumers  and  ASTM:  New  Challenges 
(Cohen),  Aug.,  14 

Counterfeit  Fasteners — We  Should  Be  Do¬ 
ing  More  (Berger),  Nov.,  4 
Energy  Awareness  (Forscher),  Oct.,  6 
Gee  Whiz — Another  ASTM  Standard  (She¬ 
pard),  May,  1 

Government  Overview  (Green),  Jan.,  4 
Let  Specifications  Live  (Costello),  April,  12 
New  Directions  for  F-10  (Sullivan),  March, 
10 

SI — Metric — ASTM  and  the  World  (Gat), 
July,  6 

Speak  Now,  or  Forever  Hold  Your  Peace 
(WyattJ,  Dec.,  8 

Standards,  Quality,  and  Whole  Wheat 
Bread  (Guaspari),  Sept.,  4 
Weight  vs  Mass  (Ladd),  Feb.,  4 
Industrial  Chemicals: 

see  ASTM  Committee  E-15 
Inorganic  and  Metallic  Coatings: 

see  ASTM  Committee  B-8 
Inside  SIV: 

W.  DeWayne  France,  Jr.  (RileyJ,  Jan.,  1 
From  the  Last  Page  to  the  First  (Schindler), 
Sept.,  1 

Happy  Birthday  ASTM  (Riley),  June,  1 
Home,  A  Healthy  Environment? 
(Schindler),  Dec.,  1 

How’s  the  Temperature?  (Riley),  May,  1 
It  Has  Been  a  Pleasure,  (Riley),  Aug.,  1 
It’s  That  Time  Again  (Riley),  July,  1 
Looking  Ahead  to  Next  Year  (^hindler), 
Nov.,  1 

Not  Just  Borscht,  Potatoes,  and  Black  Bread 
(RileyJ,  March,  1 
Plastics  (Schindler),  Oct.,  1 
Standards  in  the  Courtroom  (Riley),  Feb.,  1 
Why  Standards?  (Riley),  April,  1 
Inspection  Agenmes: 

see  ASTM  Committee  E-36 
Institute  for  Standards  Research  (ISR): 

see  ASTM  Institute  for  Standards  Research 
Intellectual  Property  Owners,  Inc.  (IPO): 

List  of  Foreign  Corporations  Obtaining 
Largest  Numbers  of  U.S.  Patents  (Interna¬ 
tional  Update)  July,  8 

International  Conference  on  Fly  Ash,  Silica 
Fume,  Slag,  and  Natural  Pozzolans  in  Con¬ 
crete: 

Third  International  to  be  Held  June  1989  in 
Norway  (International  Update),  Sept.,  12 
International  Electrotechnical  Commission 
(lEQ: 

Eleven  Graphical  Symbols  for  Equipment 
Published  (International  Update),  Jan.,  9 
lEC  and  ISO  ^blish  Guide  50:  Child  Safety 
and  Standards — General  Guidelines  (In¬ 
ternational  Update),  Jan.,  9 
Reference  List  of  Graphic  Symbols  for  Med- 
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ical  Electrical  Equipment  (International 
Update),  Sept.,  13 

Standard  Describing  Influences  from  Fauna 
and  Flora  (International  Update),  May,  11 
Stanford  Retires  as  General  Secretary  (Inter¬ 
national  Update),  Sept.,  12 
Two-Head  Helical-Scan  VCR  Standard  Pub¬ 
lished  (International  Update),  March,  12 
International  Federation  for  foe  Application  of 
Standards  (IF AN): 

Elects  R.  E.  Monahan  President  and  K.  R. 
Paramesvar  Vice-President  (International 
Update),  May,  11 

International  Organization  for  Standardiza¬ 
tion  (ISO): 

Helmut  Reihlen  Elected  ISO  Vice-President 
(International  Update),  (an.,  8 
ISO  and  lEC  Publish  Guide  50:  Child  Safety 
and  Standards — General  Guidelines  (In¬ 
ternational  Update),  Jan.,  9 
Technical  Committee  156  on  Corrosion  of 
Metals  and  Alloys: 

U.S.  Represented  by  ASTM,  (Interna¬ 
tional  Update),  Nov.,  8 
ISO  7779,  Measurement  of  Airborne  Noise 
Emitted  by  Computer  and  Business 
Equipment  (International  Update),  Nov., 
8 

International  Standardization: 

see  Standards 
Irwin,  G.  R,: 

Receives  Fracture  Mechanics  Award  from 
E-24,  Feb.,  69 

Reflections  on  the  First  Fracture  Mechanics 
Medal  Recipients,  June,  84 
Irwin,  W,  E.; 

Receives  Award  of  Merit  from  F-6,  Aug.,  69 
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Japan: 

USA/Japan  Forum  on  Information  Technol¬ 
ogy  Agree  on  Need  to  Accelerate  Interna¬ 
tional  Standards  Development  (Interna¬ 
tional  Update),  Jan.,  8 
Japanese  Industrial  Standards  (JIS): 

Japanese  Industrial  Standards  Committee 
Councils  (JISC): 

Foreign  Representatives  Appointed  (In- 
temationai  Update),  Jan.,  8 
Jeannotte,  D.  A.: 

Elected  Chairman  of  B-4,  July,  55 
Joels,  F.  M.: 

Elected  Chairman  of  C-3,  Sept.,  65 
Johnson,  A.  I,: 

Named  Vice-Chairman  ISR,  Oct.,  67 
Nominated  for  Director  of  ASTM  Board  of 
Directors,  Sept.,  58 

Receives  W.  T.  Cavanaugh  Memoriai 
Award,  June,  86 
Jonas,  E.  A.: 

Receives  Award  of  Merit  from  A- 1,  Sept.,  64 
Judd,  G.  G,: 

Ejected  Chairman  of  C-7,  Aug.,  72 
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Kam,  F,  B.: 

Receives  Award  of  Merit  from  E-10,  Oct. ,  72 

Kaufrnan,  J.  J.: 

Receives  Award  of  Merit  from  D-2,  Nov.,  80 

Keane,  A.  G.: 

Nominated  for  Director  of  ASTM  Board  of 
Directors,  Sept.,  58 
Kellner,  J.  D,: 
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Receives  Sam  Tour  Award  from  G-1,  Feb., 

69 

W.  K.  Kellog  Foundation: 

Provides  Funding  for  a  National  Implant 
Registry  (National  Update),  Feb.,  8 
Kepple,  J.  B.: 

Elected  Chairman  of  E-40,  Sept.,  65 
Khan,  T.  S.: 

Receives  S.  E.  Thompson  Award  from  C-9, 
Jan.,  73 
Kinal,  E.  G.: 

Elected  Chairman  of  F-18,  Aug.,  72 
King,  E,  G.,  Jr.: 

Receives  Markwardt  Award  from  D-7,  Feb., 

70 

Klein,  L.  L.: 

Receives  Award  of  Merit  from  C-13,  Nov., 
80 

Knapp,  A.  A.; 

Receives  Award  of  Merit  from  B-5,  Aug.,  69 
Kowalewski,  M.  J.: 

An  Interview  with  E-46’s  New  Chairman, 
Sept..  48 

Elected  Chairman  of  E-46,  Aug.,  72 
Kralik,  G.  M.: 

Receives  Copper  Club  Award  from  B-5, 
March,  70 
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Laboratory  Accreditation: 

see  ASTM  Committee  E-36 
Laboratory  Apparatus: 

see  ASTM  Committee  E-41 
Landrock,  A.  H.; 

Receives  Plastics  Award  from  D-20,  Oct. ,  69 

Leather: 

see  ASTM  Committee  D-31 
Leonard,  P.  J.: 

Elected  Chairman  of  B-6,  Aug.,  72 
LeSota,  Stanley: 

Receives  H.  A.  Gardner  Award  from  D-1, 
Jan.,  73 

Letters  to  foe  Editor: 

Adhesion  Theory — response  to  Oct.  87 
Tech  News  (DeLollis),  Jan.,  11 
American  Industry — response  to  Baldrige’s 
Nov.  87  In  My  Opinion  (Wolochow), 
March,  4 

Asbestos  in  Buildings — response  to  Oberts’ 
Dec.  87  feature  article  (Nyquist)  (Healey), 
April,  16 

ASTM  Should  Take  the  Lead — response  to 
Nov.  87  Terminology  Update  (Antoine), 
March,  5 

ASTM’s  90th  Anniversary— response  to 
Stremba's  June  88  article  (Gilbert),  Aug., 
12;  (Forman)  (Corwin)  Sept.,  8;  and 
Stremba’s  reply.  Sept.,  8 
Benefits  to  the  Public  at  Large— response  to 
Cohen’s  Aug.  In  My  Opinion  (Bresna- 
han),  Dec.,  15 

Canada  Was  First — response  to  DiBona’s 
statement  in  Nov.  87  (Palmer),  Feb.,  11 
Challenge  for  2015  (Johnson),  Aug.,  13 
Defrning  Quality — response  to  Pratt’s  Oct. 
87  Terminology  Update  (Freund)  and 
Pratt’s  reply,  Feb.,  10 
Denmark’s  Admiration — response  to  Dec. 

87  article  (Idom),  May,  16 
Don’t  Forget  C-7  on  Lime — response  to  June 
issue  (Gutschick),  Sept.,  8 
Earth  Is  Not  That  Flat — response  to  Shu¬ 
man’s  Dec.  87  Terminology  Update  (Bar- 
row),  April,  17  and  reaction  from  Shu¬ 
man,  April,  18 


Fire-Safe  Cigarettes — response  to  Dec.  87 
National  Update  item  (Brigham),  April, 
17 

Food  Coloring — response  to  Schindler’s 
March  article  (Marmion),  July,  12 
Frauds,  Knaves,  and  Scoundrels — response 
to  Feb.  announcement  of  E-6  Radon 
Group  (Shombert,  Jr.),  May,  14 
Govenunent/Industry  Standards  Negotia¬ 
tions — response  to  April  87  In  My  Opin¬ 
ion  (Tyson),  Jan.,  11  and  response  to  Ty¬ 
son  (Kirchhoff)  (Ellis),  April,  14 
Government  Overview — response  to 

Green’s  Jan.  In  My  Opinion  (Kitzantide), 
and  reply  from  Green,  June,  12 
Hats  Off  to  Dr.  Laing — response  to  Aug.  87 
People  (Domeck),  Jan.,  11 
How  About  Masomy  Cement? — response  to 
July  article  (Taubert),  Oct.,  11 
In  Transition — response  to  July  editorial 
(Capozzoli),  Dec.,  14 

Jury  is  Still  Out — response  to  Pigg’s  April 
article  (Morrison),  Aug.,  12 
Lime — response  to  Gutschick’s  July  article 
(Gulick),  Dec.,  13 
Metric  Time?  (Abrams),  Dec.,  14 
Missing  Figure — response  to  Biermann’s 
May  article  (Jasim),  Aug.,  12 
Moisture  in  Bedrooms— response  to  Trech- 
sel  and  Achenbach's  Dec.  87  feature  arti¬ 
cle  (Petrine),  April,  18 
Moisture  Problems — response  to  Trechsel 
and  Achenbach’s  Dec.  87  feature  article 
(Gilbo),  May,  16 

Move  to  Camden? — response  to  Dec.  87  SN 
cover  (Van  Gieson),  March,  4 
No  Sweat — response  to  Sept.  87  Inside  SN 
(Berliner),  Dec.,  15 

Not  an  SI  Controversy — response  to  An¬ 
toine’s  March  letter  (Barrow),  July,  12 
Of  Tubes  and  Pipes  and  Kerosine  Cans — re¬ 
sponse  to  Stem  and  Sperber’s  March  arti¬ 
cle  (Sengelaub),  July,  12 
One  Beautiful  Gem — response  to  Feb.  SN 
(Shanok),  June,  12 

Out  of  Date — response  to  Saunders’  April 
article  (Schonblom),  July,  12 
Packaging  Food — response  to  March  SN 
(Lamb),  June,  12 

Resistance  Thermometry — response  to  May 
article  (Krawetz),  Oct.,  12 
Round  Robins— response  to  Lashof  and 
Mandel’s  article  (Little),  Dec.,  13 
Si-Metric — ASTM  and  the  World — re¬ 
sponse  to  Gat’s  July  article  (Winter)  (Ri¬ 
chard),  Oct.,  12 

Standards  in  Court— response  to  Feb.  SN 
(Ellis),  May,  17 

Trench  Safety — response  to  April  88  photo 
(McKeen),  Sept.,  8 

Tube  Is  Not  Pipe — response  to  Jonas  and 
Sylvester  Sept.  87  article  (Stern),  March, 
6  and  addition  to  the  letter  (Sperber  and 
Stem),  April,  17 

We  Goofed — response  to  Dec.  87  Tech 
News  photo  caption  (Hulse),  March,  5 
V.'eight  and  Mass — response  to  Barrow’s 
July  letter  (Bushnell)  (Sokol)  (Antoine) 
(Fain)  and  Barrow’s  reply,  Nov.,  12 
Weight  vs.  Mass — response  to  Ladd’s  Feb. 
In  My  Opinion  (Barrow)  (Bushnell)  (Ja- 
duba)  and  (Moss)  May,  12;  (Meriam) 
(Iona),  June,  13 

What  Do  Initials  ASTM  Mean?  (Owens), 
Sept.,  8 

Whistlin’  Dixie — response  to  Shepard’s 
May  letter  (Ellis),  Sept.,  8 
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Liability  Litigation: 

see  ASTM  Committee  E-40 
Light  Metals  and  Alloys: 

see  ASTM  Committee  B-7 
Lime: 

see  ASTM  Committee  C-7 
Linde,  Ted: 

Best  Seat  in  the  House  (People),  Feb.,  88 
Luke,  J.  T.: 

Receives  Award  of  Merit  from  D-1,  Jan.,  75 
Lukens,  R.  P: 

Receives  Award  of  Merit  from  E-43,  Aug., 
69 


- M - 

Maison  de  la  Chimie: 

1989  Foundation  Prize  Nominations 
Sought  (International  Update),  May,  11 
Mac  Donald,  H.  C.: 

Elected  Chairman  of  C-12,  July,  56 
Manger,  H.  C.: 

Elected  Chairman  of  0-27,  Aug.,  72 
Manning,  R.  E.: 

Receives  Award  of  Merit  from  D-2,  Oct.,  72 
Manufactured  Masonry  Units: 
see  ASTM  Committee  C-15 

Markwardt,  L.  J.: 

1950  ASTM  President  L.  J.  Markwardt  (Peo¬ 
ple),  June,  112 

Marshall,  H.  E.; 

Receives  Award  of  Merit  from  E-6,  July,  53 
Mason,  D.  M.: 

Receives  Glenn  Award  from  D-5,  June,  86 
Materials  Property  Data,  Computerization: 

see  ASTM  Committee  E-49 
Maul,  C.  L.: 

Receives  B.  F.  Scribner  Award  from  E-2, 
Feb.,  69 

Me  Gill,  Robert: 

Elected  Chairman  of  D-10,  July,  56 

Meat: 

see  ASTM  Committee  F-10 
Mechanical  Testing: 

see  ASTM  Committee  E-28 
Medical  and  Surgical  Materials  and  Devices: 

see  ASTM  Committee  F-4 
Meininger,  R.  C.: 

Receives  S.  E.  Thompson  Award  from  C-9, 
Jan.,  73 
Mercer,  A.  D.: 

Receives  Sam  Tour  Award  from  G-1,  Feb., 
69 

Metal  Powders  and  Metal  Powder  Products: 

see  ASTM  Committee  B-9 
Metallic  and  Inorganic  Coatings: 

see  ASTM  Committee  B-8 
Metallic-Coated  Iron  and  Steel  Products: 

see  ASTM  Committee  A-5 
Metallic  Materials  for  Thermostats  and  for 
Electric:al  Resistance,  Heating,  and  Contacts: 
see  ASTM  Committee  B-4 
Metallography: 

see  ASTM  Committee  E-4 
Metal  Powders  and  Metal  Powder  Products: 

see  ASTM  Committee  B-9 
Metric  Practice: 

see  ASTM  Committee  E-43 
Millane,  J.  A: 

Nominated  for  Vice-Chairman  of  ASTM 
Board  of  Directors,  Sept.,  58 
Miller,  R.  W.: 

Elected  Chairman  of  Committee  D-20,  July, 
56 

Mitsubishi  Metal: 


Developed  New  Nickel-Chromium  Alloy 
Called  “MC  Alloy”  (International  Up¬ 
date),  July,  8 
Mitchell,  ).  W.: 

Elected  Chairman  of  D-31.  Aug.,  72 
Monahan,  R.  E.: 

Elected  IFAN  President  (International  Up¬ 
date),  May,  11 
Moss,  R.  G.: 

Elected  Chairman  of  E-21,  Aug.,  72 
Mruk,  S.  A.: 

Receives  Award  of  Merit  from  F-17,  Sept., 
64 
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National  Aeronautics  and  Space  Administra¬ 


tion  (NASA): 

Symposium  on  Metal  Matrix  Composites: 
Testing,  Analysis,  and  Failure  Modes 
(NASA  and  D-30),  March,  20 
National  Association  of  Corrosion  Engineers 
(NACE): 

ASTM  to  Exhibit  at  Materials  Performance 
and  Corrosion  Show,  Feb.,  18 
National  Association  of  Home  Builders 
(NAHB): 

Siurvey  on  Fire  Fatality  Risks  in  Housing 
According  to  Age  of  Structure  (National 
Update),  June,  11 

Two-Thirds  of  New  Homes  Are  Trade  Ups 
(National  Update),  March,  9 
National  Biotechnology  Policy  Center: 

Formed  by  National  Wildlife  Federation 
(Environmental  Update),  April,  6 


1 988  ASTM  Publications 

Appearing  in  SN 


1988  ASTM  Directory  of  Testing  Laboratories 
ASTM  Fire  Test  Standards 
ASTM  Publications  on  Construction 
ASTM  Standards  on  ASTM  Viscosity  Tables  for 
Kinematic  Viscosity  Conversions,  Fourth 
Edition 

ASTM  Standards  in  Building  Codes,  25th 
Edition 

ASTM  Standards  on  Catalysts,  Third  Edition 
ASTM  Standards  on  Gaskets,  Fourth  Edition 
ASTM  Standards  on  Precision  and  Bias  for  Var¬ 
ious  Applications,  Third  Edition 
ASTM  Standards  on  Surface  Analysis 
ASTM  Standards  on  Technical  Aspects  of  Prod¬ 
ucts  Liability  Litigation,  Second  Edition 
Compilation  of  ASTM  Standards  and  Litera¬ 
ture  References  for  Composite  Materials 
Selected  ASTM  General  Use  Standards  on 
Water 

STP  922 — Thermal  Insulation:  Materials  and 
Systems 

STP  924 — Basic  Questions  in  Fatigue 
STP  942— Low  Cycle  Fatigue 
STP  945 — Fracture  Mechanics:  Eighteenth 
Symposium 

STP  951 — Plasma  Spectroscopy  for  the  Analysis 
of  Hazardous  Materials:  Design  and  Appli¬ 
cation  of  Enclosed  Plasma  Sources 
STP  953 — Quantitative  Characterization  and 
Performance  of  Porous  Implants  for  Hard 
Tissue  Applications 

STP  955— Radiation  Induced  Changes  on  Mi¬ 
crostructure:  13th  International  Sympo¬ 
sium  (Part  1) 

STP  956 — Influence  of  Radiation  on  Materials 
Properties:  13th  International  Symposium 
(Part  II) 

STP  958 — Industrial  Dust  Explosions 
STP  959— Roofing  Research  and  Standards 
Development 

STP  962 — Hydrogen  Embrittlement:  Prevention 
and  Control 

STP  963 — Ground-Water  Contamination:  Field 
Methods 

STP  964 — Testing  Technology  of  Metal  Matrix 
Composites 


STP  965 — Degradation  of  Metals  in  the 
Atmosphere 

STP  966 — Deformation  Mechanisms,  Texture, 
and  Anisotropy  in  Zirconium  and  Zircaloy 
STP  967 — Geological  Applications  of  Remote 
Sensing  and  Remote  Data  Transmission 
STP  969 — Fracture  Mechanics:  Nineteenth 
Symposium 

STP  970— The  Use  of  Synthetic  Environments 
for  Corrosion  Testing 

STP  971— Aquatic  Toxicology  and  Hazard  As¬ 
sessment:  10th  Volume 

STP  973— Computerization  and  Data  Manage¬ 
ment  in  the  Metals  Analysis  Laboratory 
STP  974 — Vertebrate  Pest  Control  and  Manage¬ 
ment  Materials:  Fifth  Volume 
STP  976 — Chemical  and  Biological  Character¬ 
ization  of  Municipal  Sludges,  Sediments, 
Dredge  Soils,  and  Drilling  Muds 
STP  979 — MiCon  86:  Optimization  of  Process¬ 
ing,  Properties,  and  Service  Performance 
Through  Miciostructure  Control 
STP  981 — Adhesively  Bonded  Joints:  Testing, 
Analysis,  and  Design 

STP  982 — Mechanics  of  Fatigue  Crack  Closure 
STP  983 — Mathematical  Modeling  of  Fires 
STP  984 — Rock  Classification  Systems  for  Engi¬ 
neering  Purposes 

STP  985 — Rapid  Methods  for  Chemical  Analy¬ 
sis  of  Hydraulic  Cement 
STP  986 — Flammability  and  Sensitivity  of  Ma¬ 
terials  in  Oxygen-Enriched  Atmospheres: 
Third  Volume 

STP  991 — Standardization  of  Technical  Termi¬ 
nology:  Principles  and  Practices 
STP  992 — Masonry:  Materials,  Design,  Con¬ 
struction,  and  Maintenance 
STP  993 — Mechanical  Relaxation  of  Residual 
Stresses 

STP  994— Current  Trends  in  Protective  Packag¬ 
ing  of  Computers  and  Electronic 
Components 

STP  996— New  Stone  Technology,  Design,  and 
Construction  for  Exterior  Wall  Systems 
STP  999— Waste  Testing  and  Quality 
Assurance 
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National  Board  of  Boiler  and  Pressure  Vessel 
Inspectors  Safety  Medal  Award: 

Nominees  Sought  (National  Update),  Nov., 
11 

National  Bureau  of  Standards  (NBS): 

ABC's  of  Certification  Activities  in  the 
United  States  (NBSIR  88-3821)  (National 
Update),  Oct.,  4 

Advanced  Ceramics  Program  (National  Up¬ 
date),  Aug.,  6 

Biotechnology  Task  Group  Solicits  Pro¬ 
posals  (ASTM  Update),  April,  8 
Computer  Security  Act  of  1987  Signed  by 
President  Reagan  (National  Update), 
April,  11 

Copper  Group  Needs  Participation  for  SRM 
Activity,  )une,  18 

EPA  Provides  Funds  to  NBS  for  Lab  Accred¬ 
itation  Program  to  Measure  Asbestos  in 
Bulk  and  Air  Samples  (National  Update), 
Feb.,  8 

High  Performance  Polymer  Composite  Pro¬ 
cessing  Program  (National  Update),  Oct., 

4 

Institute  for  Computer  Sciences  and  Tech¬ 
nology: 

Electronic  Publishing  Laboratory  Offi¬ 
cially  Opens  (National  Update),  Feb.,  8 
)oint  Partnership  with  ASBDC  to  Help 
Technology  Based  Small  Businesses  (Na¬ 
tional  Update),  June,  11 
Level  of  U.S.  Participation  in  Selected  In¬ 
ternational  Standardization  Activities 
Examined  (International  Update),  July,  8 
Malcolm  Baldrige  National  (Quality  Award 
Established  (National  Update),  March,  8 
Name  Changed  to  National  Institute  of  Stan¬ 
dards  and  Technology  (NIST),  (National 
Update),  Nov.,  11 

National  Voluntary  Laboratory  Accredita¬ 
tion  Program  (NVLAP): 

Lab  Accreditation  Program  for  Asbestos 
in  Schools  (National  Update),  Jan.,  14 
Polymer  Scientists  at  NBS  Seek  Coopera¬ 
tion  for  Measurement  Tools  for  High  Per¬ 
formance  Plastics  (National  Update), 
April,  11 

Quality  Assurance  Handbook— Center  for 
Analytical  Chemistry  Available  (Na¬ 
tional  Update),  May,  9 
Robotic  Manufacturing  System  Designed 
(National  Update),  Oct.,  4 
Standard  Reference  Material  (SRM)  for 
Drug  Testing  Labs  (National  Update), 
Aug.,  7 

Technical  Progress  Bulletin  Available  (Na¬ 
tional  Update),  Jan.,  14 
see  National  Institute  of  Standards  and 
Technology 

National  Committee  for  Clinical  Laboratory 
Standards  (NCCLS): 

Protection  of  Laboratory  Workers  from  In¬ 
fectious  Disease  Transmitted  by  Blood 
Tissue;  Proposed  Guideline  Published 
(National  Update),  Jan.,  14 
National  Computer  Graphics  Assn.  (NSGA): 
Establishes  a  Technical  Services  and  Stan¬ 
dards  Department  (National  Update), 
Sept.,  11 

National  Conference  on  Engineering  Specialty 
Certification: 

Representatives  from  23  Engineering  Soci¬ 
eties  Attend  First  Conference  (National 
Uodate),  Sept.,  11 
National  Consumers  League  (NCL): 

Consumers  and  ASTM:  New  Challenges 


(Cohen)  (In  My  Opinion),  Aug.,  14 
National  Institute  for  Building  Sciences  (NIBS): 
D.  A.  Harris  Appointed  Acting  President 
(National  Update),  June,  11 
National  Institute  of  Standards  and  Technology 
(NIST): 

Chlorofluorocarbon  Research  (National  Up¬ 
date),  Dec.,  12 

Federal  Information  Processing  Standard 
(FIPS): 

Government  Open  Systems  Interconnec¬ 
tion  Profile  Approved  (National  Up¬ 
date),  Nov.,  11 

New  Name  for  the  National  Bureau  of  Stan¬ 
dards  (NBS)  (National  Update),  Nov.,  11 
Polyethylene  Reference  Materials  Available 
(National  Update),  Dec.,  12 
see  National  Bureau  of  Standards  (NBS) 
National  Research  Council: 

Age-Specific  Estimates  on  Lung  Cancer  and 
Radon  (National  Update),  April,  11 
National  Society  of  Professional  Engineers 
(NSP^: 

National  Institute  for  Engineering  Ethics 
(NIEE)  Established  (National  Update), 
Oct.,  4 

National  Standards  Educators  Assn.  (NSEA): 

Newly  Formed  (National  Update),  May,  8 
National  Standards  System  of  Canada: 

Celebrates  15th  Anniversary  (International 
Update),  Sept.,  13 

National  Voluntary  Laboratory  Accreditation 
Program  (NVLAP): 

Seeks  Individuals  to  Conduct  On-Site  As¬ 
sessments  of  Labs  (National  Update), 
May,  8 

National  Wildlife  Federation: 

Forms  National  Biotechnology  Policy  Cen¬ 
ter  (Environmental  Update),  April,  6 
Natural  Building  Stones: 

see  ASTM  Committee  C-18 
Naval  Facilities  Engineering  Command  (NAV- 
FAC): 

Standards  and  the  Naval  Facilities  Engi¬ 
neering  Command  (Hinds),  April,  40 
Niewoehner,  K.  E.: 

Receives  Award  of  Merit  hum  A-5,  Sept.,  64 
Nippon  Kokan  (NKK): 

Develops  Dolphin  Rider  (International  Up¬ 
date),  May,  11 
Nickel-Chromium  Alloy: 

New  Alloy  Called  “MC  Alloy”  Developed 
by  Mitsubishi  Metal  (International  Up¬ 
date)  July,  8 

Noise: 

Noise  and  You  (Clark),  Aug.,  32 
Nondestructive  Testing: 

see  ASTM  Committee  E-7 
Nuclear  Fuel  Cycle: 

see  ASTM  Committee  C-26 
Nuclear  Technology  and  Applications: 
see  ASTM  Committee  E-10 

- o - 

Occupational  Health  and  Safety: 

see  ASTM  Committee  E-34 
Occupational  Safety  and  Health  Administra¬ 
tion  (OSHA): 

Amended  Asbestos  Standards  (National 
Update),  Dec.,  12 

Bolsters  Inspection  Procedures  at  High  Haz¬ 
ard  Work  Sites  (National  Update),  June, 
11 

Criteria  for  Nationally  Recognized  Testing 
Laboratory  (National  Update)  July,  11 


O’Connor,  T.  F.: 

Receives  Award  of  Merit  &om  C-24,  Nov., 
80 

O’Grady,  J.  G.: 

Named  Executive  Director  ISR,  Oct.,  67 
Oil  Spill  Response  and  Hazardous  Chemicals: 

see  ASTM  Committee  F-20 
Olson,  P.  S.: 

Elected  Chairman  of  E-10,  July,  56 
Owens,  ).  M.: 

Elected  Chairman  of  D-21,  Aug.,  72 
Oxygen  Enriched  Atmospheres,  Compatibility 
and  Sensitivity  of  Materials: 
see  ASTM  Committee  G-4 
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Packaging: 

see  ASTM  Committee  D-10 

Paint  and  Related  Coatings  and  Materials: 

see  ASTM  Committee  D-1 
Painter,  L. 

Receives  ASTM  Achievement  Award  from 
D-2,  June,  86 

Paper  and  Paper  Products: 

see  ASTM  Committee  D-6 
Papimo,  Ralph: 

Receives  Award  of  Merit  from  E-28,  Sept., 
64 

Paramesvar,  K.  R.: 

Elected  IFAN  Vice-President  (International 
Update),  May,  11 
Parise,  C.  ).: 

Elected  Chairman  of  C-24,  Aug.,  72 
Paris,  P.  C.: 

Reflections  on  the  First  Fracture  Mechanics 
Medal  Recipients,  June,  84 
Particle  Size  Measurement: 
see  ASTM  Committee  E-29 

Patton,  ).  B.: 

Receives  Award  of  Merit  from  Committee 
C-18,  Aug.,  69 

Pavement  Management  Techniques: 

see  ASTM  Committee  E-17 
Paving  and  Road  Materials: 

see  ASTM  Committee  D-4 
People: 

All  Bases  Covered  [Bob  Strimel], 
(Schindler),  Aug.,  88 

All  in  the  Family  (Robertson),  (Richard¬ 
son),  Dec.,  104 

Best  Seat  in  the  House  [Ted  Linde), 
(Schindler),  Feb.,  88 

Chairman’s  Camera  Captures  Committee 
[Robert  Smith],  (Schindler),  March,  88 
Different  Vantage  Point  [Robert  Barnhart], 
(Schindler),  April,  88 
Drummer  in  the  Band  [Henry  Hagy] 
(Schindler),  May,  80 

Is  'There  a  Doctor  in  the  House?  [Peter  Goth] 
(Schindler),  Sept.,  80 
Motor  Oil  Answerman  [Norm  Hudecki], 
(Schindler),  Jan.,  88 

Staff  Manager,  Jim  Dwyer,  Retires 
(Schindler),  July,  72 

Standards:  The  Next  Best  Thing  to  Sliced 
White  Bread  [Albert  Batik]  (Richardson), 
Nov.,  96 

1950  ASTM  President  L.  J.  Markwardt 
(Schindler),  June,  112 
Performance  of  Building  Constructions: 

see  ASTM  Committee  E-6 
Pesticides: 

see  ASTM  Committee  E-35 
Petroleum  Products  and  Lubricants: 
see  ASTM  Committee  D-2 
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Pharmaceutical  Manufacturers  Assn.  (PMA): 
Survey  Finds  U.S.  Patent  and  Trademark 
Office  Issued  20  Percent  More  Patents  in 
1987  than  1986  (National  Update),  April, 
11 

Pfailleo,  R.  E.: 

Named  Trustee  of  ISR,  Oct. ,67 

Photoessays: 

ASTM  Customer  Service  Department  Staff, 
Jan.,  72 

ASTM  Staff  Photographed  in  June  90th  An¬ 
niversary  Issue  of  SN,  )une,  90 
Committee  B-5  Award  of  Merit  Celebration, 
Aug.,  66 

Helen  Davis  Meets  with  Kimberly  Warner 
and  Seema  Garg  of  the  WISE  Program, 
Nov.,  78 

)im  Dwyer  Extends  Appreciation  to  Lewis 
Yost  of  C-7  and  John  Matthys  of  C-12, 
May,  68 

A.  I.  Johnson  Receives  W.  T.  Cavanaugh 
Memorial  Award  from  D-18,  June,  86 
1988  Board  of  Directors,  April,  74 
Materials  Testing  Exhibition,  July,  53 
Program  on  High  Performance  Tires  Spon¬ 
sored  by  F-9,  Sept.,  20 
Representatives  from  the  State  Administra¬ 
tion  for  Building  Materials  Industry  of 
Beijing,  China,  Come  to  ASTM,  April,  28 
Tinius  Olsen  Testing  Machine  Co.  Accepts 
1987  Readex  Readership  Study  Award 
from  Kathleen  Riley  and  Ellen  McGlin- 
chey,  March,  73 
Pilldngtop,  G.  B.,  D: 

Elected  Chairman  of  E-43,  Sept.,  65 
Pimentel,  G.  C.: 

Receives  American  Chemical  Society’s 
1989  Priestley  Medal  (National  Update), 
Aug.,  7 

Pipe: 

Aluminum  Drainage  Products  (Baird), 
April,  62 

Asbestos-Cement  Pipe  (Pigg),  April.  56 
Fiberglass  Pipe  (Bailey),  April,  58 
PiUer,  R.  K.: 

Installed  as  President  of  ASM  International 
(Natioiul  Update),  Nov.,  11 
Plastics: 

see  ASTM  Committee  D-20 
Pneuman,  F.  C.: 

Elected  Chairman  of  E-6,  July,  57 
Polish  Academy  of  Sciences: 

Institute  of  Fluid  Flow  Machinery: 
Identifies  Participants  for  Interlab  Test 
Program  (International  Update), 
March,  12 
Polleys,  R.  W.: 

Receives  Award  of  Merit  from  B-8.  Aug.,  69 
Precast  Concrete  Products: 

see  ASTM  Committee  C-27 
Price,  J.  F.: 

Receives  Task  Group  Chairman  of  the  Year 
Award  from  D-1,  Aug.,  66 
Product  Liability: 

see  ASTM  Committee  E-40 
Protective  Coating  and  Lining  Work  for  Power 
Generation  Facilities: 
see  ASTM  Committee  D-33 
Puzinauskas,  V.  P.: 

Receives  Prevost  Hubbard  Award  from  D-4, 
March,  70 
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Quality: 

Quality  in  Medical  Testing  Act: 
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Regulatory  Guidelines  for  Medical  Labs 
(National  Update),  Sept.,  11 
Quality  Practices,  Procedures,  and  Atti¬ 
tudes  in  New  South  Wales — Small-Me¬ 
dium  Manufacturing  Plants;  1987  Survey 
by  Australian  Organization  for  Quality 
Control  (International  Update),  July,  8 
Standards.  Quality,  and  Whole  Wheat 
Bread,  (Guaspari)  (In  My  Opinion),  Sept., 
4 


- R - 

Radon: 

Age-Specific  Estimates  by  National  Re¬ 
search  Council  on  Lung  Cancer  and  Ra¬ 
don  (National  Update),  April,  11 
Radon  Infiltration  Is  New  Standards  Activ¬ 
ity  of  E-6  (ASTM  Update),  Feb.,  6 
Radon  (Fortmann)  Dec.,  50 
see  ASTM  Committee  D-22 
Reactive  and  Refractory  Metals  and  Alloys: 

see  ASTM  Committee  B-10 
Refractories: 

see  ASTM  Committee  C-8 

Reihlen,  Helmut: 

Interview  with  Helmut  Reihlen,  Oct.,  54 
Resource  Conservation  and  Recovery  Act 
(RCRA): 

STP  999— Waste  Testing  and  Quality  As¬ 
surance  Being  Applied  (Environmental 
Update),  Oct.,  11 
Rescue  and  Search: 

see  ASTM  Committee  F-32 
Resilient  Floor  Coverings: 

see  ASTM  Committee  F-6 
Resource  Recovery: 

see  ASTM  Committee  E-38 
Resources  for  the  Future: 

Research  Organization  Urges  a  Bureau  of 
Enviroiunental  Statistics  be  Formed  (En¬ 
vironmental  Update),  Aug.,  11 
Risk  Assessment: 

Risk  Assessment  and  ASTM  (Dezem),  Feb., 
52 

River,  B.  H.: 

Receives  Award  of  Merit  fomD-14,  Aug.,  69 
Road  and  Paving  Materials: 

see  ASTM  Committee  D-4 
Robertson,  Thomas: 

All  in  the  Family  (People),  Dec.,  104 
Robotic  Industries  Assn.  (RIA): 

R15.02  on  Human  Interface: 

Proposed  Standard  on  Designs  for  Hand- 
Held  Robot  Teach  Pendants  (National 
Update),  Sept.,  11 
Robotic  Sj^ems: 

see  ASTM  Committee  F-28 
Rock: 

see  ASTM  Committee  D-18 
Roofing: 

see  ASTM  Committee  D-8 

Rubber; 

see  ASTM  Committee  D-11 
Rumble,  J.  R.,  Jr.: 

Elected  Chairman  of  E-49,  Aug.,  72 


- s - 

Sampling  and  Analysis  of  Atmospheres: 

see  ASTM  Committee  D-22 
Scanlon, ).  M.: 

Receives  Award  of  Merit  from  C-1  and  C-9, 
Oct.,  72 

Schaefer,  A.  O.: 

Named  Trustee  of  ISR,  Oct.,  67 


Schindler,  Barbara: 

New  Editor  of  SN,  Sept.,  1 
Schneider,  S.  J.,  |r.: 

Elected  Chairman  of  C-8,  July,  57 
Scholer,  C.  F.: 

Receives  Award  of  Merit  from  C-27,  Feb., 
76 

Schuerer,  E.  L.: 

Receives  Award  of  Merit  from  A-1,  Jan.,  75 
Schwope,  A.  D.: 

Receives  Award  of  Merit  from  F-23,  Oct.,  72 
Scott.  C.  G.: 

Receives  Award  of  Merit  from  E- 19,  Feb.,  75 
Scott, ).  L.: 

Receives  Award  of  Merit  from  E-44  and  G-3, 
Aug.,  69 

Search  and  Rescue; 

Organizational  Meeting  Planned  on  Search 
and  Rescue,  Feb.,  16 
see  ASTM  Committee  F-32 

Seat  Belts: 

Study  of  Injuries  to  Seat  Belted  Passengers 
(National  Update),  June,  11 
Security  Systems  and  Equipment: 

see  ASTM  Committee  F-12 
Sensitivity  and  Compatibility  of  Materials  in 
Oxygen  Enriched  Atmospheres: 
see  ASTM  Committee  G-4 
Sensory  Evaluation  of  Materials  and  Products: 

see  ASTM  Committee  E-18 
Shipbuilding: 

see  ASTM  Committee  F-25 
Shop  Talk: 

ASTM  Has  One  Voice  (Davis),  March,  25 
Electronic  Communications  with  ASTM 
Headquarters  (Davis),  May,  30 
Meeting  Industry  Needs  Through  New 
Standards  Activities  (Dyer),  Jan  ,  30 
Request  for  Proposals;  Standards  Technol¬ 
ogy  Training  (Lieff),  Feb.,  27 
Why  Does  it  Take  so  Long  to  Publish  an 
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see  ASTM  Committee  D-12 
Soil: 

see  ASTM  Committee  D-18 
Solar  Energy  Conversion: 

see  ASTM  Committee  E-44 
Soviet  Union: 

Not  Just  Borscht,  Potatoes,  and  Black  Bread 
(Inside  SN),  March,  1 
Sports  Equipment  and  Facilities: 
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Artist’s  Paints  (Enright),  Dec.,  24 
It’s  Not  the  Same  Old  Can  .  .  .  (F  976], 
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Receives  Award  of  Merit  from  C-26,  Jan.,  76 
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see  ASTM  Committee  E-17 
Troedel,  M.  L.: 

Elected  Chairman  of  F-2,  Aug.,  72 


Oct.,  26 

Medical  Package  Seal  (Enright),  Sept.,  22 
Old  and  New  Construction  Material 
[D  3043,  D  2718,  and  D  2719],  (Enright), 
April,  29 

On  the  Lighter  Side  of  a  Dark  Month  [E  253] , 
(Enright),  ]an.,  29 

Package  for  Government  [D  3951], 
(Enright),  Feb.,  26 

Standards  for  Amusement  Rides  (Enright), 
Aug.,  45 

Standards  Potpourri  (Enright),  |une,  28 
Where’s  the  Fizz?  [F  1115]  (Enright),  )uly, 

21 

Standardization  Sews  (SiV): 
see  Inside  SN 

Standards: 

AIA  Case  Studies  on  Benefits  of  Standard¬ 
ization  (National  Update),  March,  8  | 

Benefits  of  Standardization  (Mackay), 
April,  48 
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Memorandum  of  Understanding  Signed  be¬ 
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dards  in  Engineering  Education  Confer¬ 
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see  ASTM  Committee  E-11 
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dustry  (TAPPI): 

Paper  and  Business  Products  Committees  to 
Meet  with  TAPPI,  June,  18 
Technology  Transfer: 

Technology  Transfer  (Yalamanchili),  Feb., 
56 

Temperature  Measurement: 

see  ASTM  Committee  E-20 
Terminology: 

New  Form  and  Style  Guide  for  Terminology 
Completed,  Aug.,  50 
see  ASTM  Committee  on  Terminology 
see  Terminology  Update 
Terminology  Update: 

Another  Viewpoint  on  Descriptions  of 
Terms  (Heymann),  Nov.,  16 
Atmosphere  (Lewis),  June,  18 
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Opposites  Attract  (Lieff),  Oct.,  17 
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The  Saurus  Is  Not  a  Reptile  (Ellis),  Aug.,  18 
Trouble  With  Density  (Strehlow),  Sept.,  16 
What  Became  of  Nomenclature  in  ASTM’s 
Book  (Ellis),  Dec.,  18 
Word  Branching  (Ellis),  Feb.,  16 
Testing  Agencies: 

see  ASTM  Committee  E-36 
Textiles: 

see  ASTM  Committee  D-13 
Temperature  Measurement: 

see  ASTM  Committee  E-20 
Thermal  Insulation: 

see  ASTM  Committee  C-16 
Thermal  Measurements: 

see  ASTM  Committee  E-37 
Thermostats: 

see  ASTM  Committee  B-4 
Thomson,  C.  R.: 

Nominated  for  Director  of  ASTM  Board  of 
Directors,  Sept.,  58 

Receives  Award  of  Merit  from  E-5,  Oct.,  72 
TiU,  D.  E.: 

Named  Trustee  of  ISR,  Oct.,  67 
Tires: 


- u - 

United  Nations  Environmental  Program: 

Treaty  to  Control  Movement  of  Hazardous 
Wastes  Between  Countries  (International 
Update),  May,  11 

United  States  Advanced  Ceramics  Assn. 
(USACA): 

Electronic  Ceramics  Committee  Formed 
(National  Update),  June,  11 
U.S.  Department  of  Commerce: 

Requests  Companies  Report  When  Ex¬ 
cluded  from  Cooperative  Research  by 
Foreign  Labs.  (International  Update), 
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U.S.  Department  of  Defense  (DOD): 

DOD,  Industry,  and  Nongovernment  Stan¬ 
dards  Bodies  Join  as  Equal  Partners  (Con¬ 
ference  on  the  Adoption  of  Non-Govern¬ 
ment  Standards:  An  Equal  Partner 
Approach)  (Schweiker),  Feb.,  22 
DOD’s  Drive  to  Adopt  Commercial  Prac¬ 
tices  for  Quality  Improvement  (Stimson), 
April,  34 

Let  Specifications  Live  (In  My  Opinion), 
April,  12 

References  D-4  Standards  (ASTM  Update), 
June,  6 

Standards  and  the  Naval  Facilities  Engi¬ 
neering  Command  (Hinds),  April,  40 
Why  Are  There  Specs?  (Saunders),  April, 
30 
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